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FOREWORD 




rom the humblest of beginnings in the mid-Victorian 



era our Company has risen to a position unsurf 
in the sanitary industry. 




This has been achieved through our unfailing policy to market 
oods of the best quality, the highest efficiency, and the most 

attractive style. 



In furtherance of that policy it has been our unalterable practice 
to manufacture within our own Works all the component parts 
— in pottery ware, iron, brass, wood, etc.— that go to ma 




the complete sanitary appliance. 

This new General Catalogue is a symbol of the progress that 

has been made. Within its pages can be found the most 

comprehensive range of up-to-date sanitary appliances for all 
purposes. 



On this occasion an interesting departure from former practice 
has been made. Instead of being permanently bound, the 
catalogue is in loose section form, thus permitting any single 
section to be reprinted and circulated should necessity arise. 
This aew form will, we feel, prove of advantage to our clients. 
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Manchester Showroom 
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Glasgow Showroom 
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SALE 
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rders are accepted, and promises 





iven, 




on our being able to secure the necessary 



labour or material, and without 





arising through 
accidents, or other causes 



lty for 
and uncertainties of manufacture, 





nd our control. 



Offers for delivery from stock are made subject to goods remaining 



uns 




on receipt of order. 



We 



acce 




in the case of soods rea 




for despatch or in process 




manu 





ustrations, sizes, measurements, and weights, refer to patterns 



as made at date, but in view of continual 




;, we 



reserve the right to 




articles which may not correspond 



ex 




• 







the particulars given. 



weights are approximate 
course of manufacture cannot be avoided. 



.1 * 






Variations during the 





Articles proved, under proper care and use, to be of 

be credited, or replaced, provided 





complaint is made within six months from date of invoice. 
Liability is limited to paying the cost of carriage for the return 
of such articles from the place of delivery in Great Britain and 
Ireland, and to supplying replacement articles free of charge to 
the same place of delivery. In the case of Export Trade " place 
of delivery " means British Port. No liability can be accepted 
for installation costs or any other consequential expenses incurred. 
This guarantee is given in lieu and execution of all other warranties, 

or implied by statute or 
, and no modification of its terms can be admitted 
whether the purchaser, at time of purchase, shall receive a copy 
of it or not. 
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PLATE F8314 



Bathroom comprises : — 

F6381 " Aptus " Bath, taps, plug and chain waste and overflow. 

F6519 "Trevor" Lavatory in earthenware, with brackets, taps, 
plug and chain waste, and trap to wall. 

F8096 Hot Water Towel Rail with inlet and outlet connections. 

F7527 " Lobac " Wash-down Closet and 3 -gal Ion cistern in 
earthenware, "Improved Beta " valve fittings, with '" Deeps ari >r 
finished seat and lid. 

ACCESSORIES 

F8014 Wall Cabinet for building into wall. 
F6978 Glass Shelves with brackets. 
-F6625 Toilet Roll Holder. 
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* — The following appliances are shown 
only in the Public Section :— 



RANGES OF SHOWERS 



FIRECLAY FOOTBATHS 



"RADNOR" AND '♦ INWALL" 
VITREOUS CHINA LAVATORIES 



HAIRDRESSERS' LAVATORIES 



FIRECLAY LAVATORIES 

(Excepting " ORMA ") 

CAST-IRON LAVATORIES 
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FOUNTAINS 



SCHOOL CLOSETS 



LABORATORY SINKS 




RANGES OF WASH TUBS 
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" Modus « is a bath 
of the most luxurious class, 
combining many practical 
ures with distinction in 
appearance. It is of 
generous dimensions with 
a broad flat rim, and the 
spray structure is of the 
best and latest construc- 
tion. 

The control fittings form 
an integral part of the 
front column, eliminating 
all exposed piping and the 
combined standing waste 
and overflow, quickly re- 
movable for cleaning, is 
operated by a knob con- 
veniently placed on the 
rim of the bath. 
The height is only 1' 8" 
(508 mm.) from floor, 
making the act of entering 
and leaving the bath safe 
and easy. 













i 




c*> 
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PLATE F7747— " MODUS " 



The illustration shows bath with fittings as diagram A. It may also be supplied as diagram 
B. Quote diagram when ordering. 



Plate F7747 : Comprising Shanks' F6319 white porcelain enamelled iron bath, the 
" Modus "' ; black marble panels ; F7748 1£" (32 mm.) ■■ Stylus " mixing fitting to plunge, 
spray and adjustable brass shower ; glass screen ; spray structure with 4 spray tubes ; 
F6352 2" (51 mm.) brass standing waste and overflow, operated from rim of bath ; iron trap. 
ings chromium-plated. 

= -Outside Sizes •. <~- = — — 



r 



Height 
Length Width from Floor 

(1 943 mm.) {876 mm.) (508 mm.) 



Length 

5' 6" 
(1676 mm.) 






Width 

T 0" 
(610 mm.) 



at Waste 

V T 
S3 nam.) 



(133 mm.) 



Height from floor overall 

Height from inside of bath to lowest point -of shower 



• • ■ ■ 



.;.-, 



a - - m 



T 3" (2210 mm.) 
6' T (2007 mm.) 



NOTE. — Particulars of other marbles for bath panels on application. 
If desired, bath may be supplied .2' 8* (610 mm.) high to permit outlet of trap being above floor 

EXTRAS 

Bath in colour. 

7 spray tubes instead of 4. 
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FITTINGS 



Diagram A. 




vhtings 
Diagram B. 




































PLATE F7749 MODUS' 
oft-nth- ; v" ' br ?^ ^dmgw! ■ nd <, srflow, operated from rim 









] 




' 


1 


i 




1 






a 







. . - — 



— i. -i.i - /; : 



, I'-i-h 

5' <T 



[>" 



I' 



Rim 

Sir 



- 1 ' (6)0 BSaa4 (483 mm.) (13* mm.) 



; ih and r i 



H i 

..)>, .r 

S* 
■ lltt.) 

'• 0- (6J0 mm.; n,,i, ,,, pmi! ,, , jU et of trap bei„ ? ,.»,,. „.„, r . 
EXTRAS 



- ■J«kl.r 3 „H h f .,.J rail i„ wl.i'e <» 



ur for 



DEDUCTION 
Plun i 



ijn ^p;.-. . 







FITTINGS 



Diagram K. 
Right hand comer position 




TTTlNGS 



Diagram L. 

nd corner position 




Diagram N. 

Recess position. 
Fittings at left hand 




Diagram O. 

Recess position. 
Fittings at right hand 
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The ll Briton n bath illus- 
trated on this page, is a 
modified form of the 
44 Modus/' The cast- 
iron portion is unchanged 

but the fittings are of a 
simpler type and the spray 
structure of less expensive 
design. 














PLATE F7750— "BRITON" 




The illustration shows bath with fittings as diagram A. It may also be supplied with 
fittings as diagram B. Quote diagram when ordering. 

Plate F7750 : Comprising Shanks' F6319 white porcelain enamelled iron bach, the " Briton " ; 
white porcelain enamelled iron panels ; F6408 \\" (32 mm.) H Eureka " mixing fitting to 
plunge, spray and shower; glass screen; spray structure with 4 spray tubes; F6301 2" 
(5 1 mm.) brass standing waste and overflow; iron trap. Fittings chromium-plated. 



Length 
{\9\:\ miu.) 



-Outside Sizes — ^ 

Height 

Width from Floor 

r ior r «" 

(876 mm.) (SUM mm.) 



Inside Size? 



Length 

■5' 6" 
(l«7« rnm.) 



Width 
(610 mm.) 



Depth 
at Wasti 

v r 

(483 ram I 



Rim 

tm mi 



Height from floor overall 

Weight from inside oi bath to lowest point of s-bnwer 



T 6" (2286 mm) 
ff fST j 1981 mm) 



U desired, bath may be supplied 2' n" ((Sin mm.) high to permit outkt oi trap being '•■ v Boor. 

EXTRA 

Bath and panels in mlour. 

DEDUCTION 

Plunge ^in'\ shower onJy, no spray. 
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FITTINGS 



Diagram A. 




FITTIMG*. 



Diagram B. 









x 






1* 








H ■ 
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PLATE F7912 TUS r! SCREEN BATH 



' m w tnd 




Diagram K. 

Right hand corner 
position. 



"T 




-**■=-■■ 







— r 



Diagram L. 

Left hand corner 
position.. 




Diagram N. 

Recess position. 
Fittings left hand. 




Diagram O. 

Recess position. 
Fittings right hand. 



5 



Bath is shown with fitting 
as diagram K, but it may 
be supplied as diagrams L> 
N and O. Quote diagram 
when ordering. 






<n 



' cal at e. It 

' ed daiig 

"V i ■• . tchroi 



1 •■ : ' ■ ■ ■ :• 



th« iosl otable of which is rhe stepped rim at the front. This, in 

reduces the height just where the user enters and 
er of water surging over the ends is thus avoided, 
mium-plated hand rail is fitted. This is so designed 






f 
the he 

ic fn 

Tht 

Plate F7«?T2 

i 

ma 






P and brush tnj nerou ize are formed on the rim, also in a position easily accessible 



M f to p, P ing, are of special design 

" ,1l miction to the feet when the 



1 I ' K^taJ utib -urc close fit wh 



ite ) ; ,n enamelled 

r - 



i 












(19 mm.) ' Stylus M bath taps; F7781 J" 

riwithadju We jamb.; F45U8 H" (38 
mium-Dlated. 



to match the Style of the bath, 
user stands close to the bath, 
en wall is slightly off the plumb. 

iron bath, the ' Tuscan, " with hand rail; white 

(19 mm.) u Stylus" shower fitting 
mm.) plug and chain waste ; F4509 



i 






■'I -" , 


i >.Vr 


i lb 


-* 


1 




■•■ 


i ) 



1 



u 

EXTRAS 



fifjfi mm i 



-tde Sizes 

Width 
V IT 



Depth at 
Waste 

vr 

(4 S3 mm.) 



Rim 

31" 
(63 mm.) 



■ 5" (2261 mm.) 
6' 6" (1981 ran 









I t§ r 






■ - 



" IMW 



design, lor shower u i p| combined Biting 



/ 
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PLATE F7675— "APTUS 



u 



Bath is shown with fittings as diagram K, bat it may be supplied as diagrams L, N and O. 
Quote diagram when ordering. 



a 



Plate F7675 : Comprising Shanks' F3837 white porcelain enamelled iron bath, the 
x tus " ; white porcelain enamelled iron panels; F7239 f* (19 mm.) " Stylus yy bath 
taps i F7781 f" (19 mm.) u Stylus " shower fitting connected to bath taps \ F7623 sliding 
glass screen with adjustable jamb; F4508 2" (51 mm.) plug and chain waste; F4509 
J|f (38 mm.) overflow; iron trap. 'Mai including soap dish and hand rail. Fittings 

-plated. 




■r= 



Length 



1867 ram.) 



•Outside Sixes 

Width 

t 9" 
(83S mm.) 



Height 
from Floor 

1 ' 8" 
(508 mm.) 



r 



Length 

5' 4? 
(1626 mm.) 



Inside Sizes 
(635 mm.) 



Depth 
at Waste 

;483 mm.) 



Rim 

4" 
(102 mm.) 



* **• 



Height from floor overall 

Height from inside of bath to lowest point of shower 



i • •* 



7'5" (2261 mm.) 
W 6" ( 1 m\ m n i . ) 



If desired, bath may be supplied T 0" (610 mm.) high to permit outlet of trap being above floor. 

EXTRAS 

Bath and panels in colour. 

1" (25 mm.) " Stylus " bath taps. 

F77S2 ff :(19 mm.) " Duplex " mixing fitting, " Stylus " design, for shower instead of combined fitting. 

F511 1 Vitreous China soap dish and hand rail in white <*r colour for building into wall. 



The illustration shows the 
well - known a Aptus yi 
bath with shower fitting 
and glass screen having 

ion to give 
access to fittings. The 
screen is made with an 
adjustable jamb to ensure 
a close fit when wall is 
slightly off the plumb. 




F7782 •■ DUPLEX " MIXING 
FITTING, "STYLUS" DESIGN 











* 


<$ 




!■— — ■ — 






» 



Diagram K. 
Right hand corner position. 




Diagram L. 
Left hand corner position 









X 


1 


[! 


"? 







Diagram N. 

Recess position. 
Fittings left hand. 




Diagram O. 

Recess position. 
Fittings right hand. 
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" is the 
most modern form of the 
one-piece bath. It is 
without joints or remov- 
able parts and is low in 
height for easy access. It 
is shown here with built- 
in plunge and shower 
fittings and with hinged 
glass screen. The latter 
has an adjustable jamb to 
ensure a close fit when 
wall is slightly off the 





Stmnkv 



F7751 " DUPLEX " MIXING 
FITTING, "STYLUS" DESIGN 




PLATE F7676*- CARLFORD ' 



F7661 Bath 

Diagram K.- 
Right hand comer position 












Baii 



lh ■: tin 



. . , dering- 



upplied as diagrams L, N and O. 



Plate F7676 m ] , p ]]l . (J ^ one _ piece bath? the 

rd ' li{ " mr,! I ' " " iunge and shower fittings with 



_i.a» K *- ui iu OUyvvvj JillXXl<K3 Willi 

!}J - ''■- Irap t F7621 hinged glass screen 

t18l,n,: ' l: ' ' N i ' Fittings chromium-plated. 






T f 



,1 



[ 
I 



■Lvsi ' Sw 



i i 






. 1' 



1 
-I' 10|* 

I „ 

1 676 mm . V 



1*T:T 



Wi h 

r lor 

'I r- 

£' ..• 
i mm.) 



Depth 
at Waste 

r gr 

[432 mm.) 

r v 

(432 mm,) 






7' 5" {2261 mm. J 



6' 6" (1981 mm 



; 



' '-■ I -• -*e t 






EXTRAS 



I 



I £i 






!- 

"' fitting. 

Ill \ M . 



I i . ' ! :. 









1 built into m 

^ 3,ld "rfor into wall, 



all iwsti 



IN 




— - — 



*\ 



F7661 Bath 

Diagram L. 

Left band corner position- 




¥7660 Bach 
Diagram N. 

Recess position. 
Fittings left hand 




F7660 Bach 
Diagram O. 

Recess position- 
s right hand 
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PLATE F7677— "CARNOCK 



> •■ 



i is shown with fittings as diagram K, but it may be supplied as diagrams L, N and O. 
Quote diagram when ordering. 

Plate F7677 : Comprising Shanks' white porcelain enamelled iron bath, the " Carrio.ck," 
with soap sinkings on back rim ; white porcelain enamelled iron panels ; F7&08 J" (19 mm.) 
combined plunge and shower fitting; F7621 hinged glass screen with adjustable jamb; 
F4508 l£" (38 mm.) plug and chain waste ; F4509 jj'.J* (32 mm.) overflow; brass trap, 
Fittings chromium- plated. 



Plate 
Number Number 

F7677 F7674 



i 



* / Sfjf / 



F7577 



F7677 F7742 



Length 
(1676 mm.) 

(1829 mm.) 

6' I" 
(1854 min.) 



Outside Sizes — ■ 

Height 
Width from Floor 

T W V 6" 

(762 mm.) (457 mm.) 

V T 1 ' 6" 

(787 mi.) (457 mm.) 

(813 mm.) (457 lairn,). 



Length 

4' 1 \V< 
(1511 mm.) 

& 4" 
(1626 mm.) 

5' 4" 
(1 626 mm.) 



Height from floor overall 

Height from inside of bath to lowest point of shower 



Inside Sizes ^ 

Depth 

Width 

r 104-" 

(572 mm.) 

V 11" 
(584 mm.) (432 mm.) 

I'll" 1' 5" 

(584 mm.) (4.32 mm.) 

V 5" (2261 mm.) 
6' 6" (1981 mm.) 



at Waste 

432 mm.) 
V 5" 



Rim 

2 V' 

(64 aim,) 

3" 

(76 mm.) 

4" 
(102 mm.) 



If desired/bath may be supplied 1' 11" (584 mm.) high to permit outlet of trap being above floor. 

EXTRA 

and panels in colour. 
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The principal feature of 
the " Carnoek •■ bath is 
the broad rim at the back, 
on which are formed three 
large soap sinkings in a 
position entirely con- 
venient to the occupant. 
The combined plunge and 
shower fitting shown is 
the latest of its class 
and the glass screen is of 
the hinged type with 
adjustable jamb to ensure 
close fit when wall is 
slightly off the plumb. 




Diagram K. 
Right hand corner position 




Diagram L. 
Left hand comer position 




Diagram N. 

Recess position. 
Fittings left hand. 






V^-^ ^ — r.- , 



■ 



■ 




Recess position. 
Fittings right hand 







L 



s 5 






2« 



c/5 



f 




2 





X 












h 







Tioim-sss 





PL A" ! ■ PTUS " 

ft* " v '! h ' • ' Bed as diagrams V, W and X, 

Pl ; " 1S2: lain enamelled ,ron bath, the 

A ' * 034 ' '^-nm.J bath taps; F7785 

'' <■•-■' •■ - ■ • -, adjustable jamb; F45U8 

-ovorlW-. brass trap. 'jVo/ / 




i ** . 









f 









I] 









i 



i 






Ii* 

■vr 



^- 1 

Width 

(584 rum.) 



■a Waste 

1 ' 5* 
i -432 mm ) 

r 5" 
(-432 hul) 



Rim 

r 

\liy mm, j 

:r 

(76 mm. j 






7' S* (226] me.- | 
S'fT fl9Hi mi 



r 
i 

■ 



' ■ i h mi*] 

Nl J to! trapl, stbovc Hoar. 

EXTRAS 



1 rfluw, i j i ra .p. 

1 ' •.* d a I oo in biijed fittita 
■ vbifce ot oloitr I 



I A I 






e bath shown is 
medium size of the well- 
known '* Aptus " and is 
specially suitable for in- 
stallations where space is an 




important 
The shower supply taps 
are built into the wall in 
a position convenient for 
operation and the glass 
screen is of the fixed type 
with adjustable jamb to 
ensure a close fit when 
is slightly off the 




plumb. 




Mionta 



F7784 '• DUPLEX " FITTING 




Diagram U. 

Kight hand corner position. 

Supply and waste fittings at 

left hand. 




Diagram V. 

Left hand corner position. 

Supply and waste fittings at 

right hand. 




Diagram W. 

Recess position. 

Supply and waste fittings at 

left hand. 




o 




Diagram X. 

Recess position. 

Suppl) and waste fittings at 

right I mud. 
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PLATE F7753— " CARLFORD " 
Bath is shown with fittings as diagram K, but it m;i> be supplied as diagrams L, X and O. 

Quote diagram when ordering. 

Plate F7753 : Comprising Shanks* white porcelain enamelled iron one-piece bath, th 
" Car) ford M ; F7598 '* Stylus n combination fittings comprising i lv» mm.) taps to plung* 
and shower, inlet nozzle to bath, If* (38 mm.) standing waste and overflow, hn> trap; 
curtain rail and curtain, fifci including snap dUh and handrail. Fittings chromium-plated 

Plate F7754 : Ditto, but with F7599 round formation fittings. 



L. M 1 1 1 
V t.' 

(1^76 ihtta.) 

• • j 
I i.snii mm i 



I »i I --■ I a - *■ S|/| 

Whirl, 

%• <r 

(782 Mm. i 

'J S" 
INK isim } 



Mii.ht 

I i"i>r 



(457 mm : 

i er 

;4>: MiFiij 



L h 

r 104* 

| I486 rmi. 
5 6 

[i imt 



w , ttfa 

i 
(571b 

2 " 
($10 I 



l>i ptfi 

-i 

r 5 

102 I M 

i 5 



Hi i iu fi 1 1 tn fl »oi overall 

I Leigh I tn.iti ]n i i i hath t. I. us . point ci bower 

I c ittrri h in ' Hi.:- • e p • '■' "• 



I mm 

h i - ; 



EXTRAS 

Rath i" i itouor. 

I* (2S mi 1 1 | mpph -" tffl ic an 1 i - 

• ill Vrtn on* China soap clish and h nil mill in w hit ir f ir hmM 



w .i 



The 4< Carlford M is the 
most modern form of the 
one-piece bath. It i> 
without joints or remov- 
able parts and is low in 

height for gasy access. 

Ir is shown here with 
built-in plunge and shower 

fittings with waterproof 
curtain and rail. 



1 ■■' 



2 



O- 



F7661 Bach 

I ,»i ', i i in K 
! • li mtl - oi ik-i posili in 







F7661 Baih 
f l '. 







F7660 B.irh 

I J I f I | . ! \ . 

I-'- I I itjoi 

I inn, (« ft hand. 



r 



F7660 Bach 



I 



I 



I 



i itin 



i i ) 

\y Min 
hi h.1 ,,| 



to %> 



»5» . 



u 



PLATE F7754 

Sh " ri< ' ft! I 




i i O 
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<0 



<£ 


t*3 


CvJ 


39 


05 


"* 


> 


CD 


X 


-1 




<* 








o 



r* 



— ' v> 



si 



u» 
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The M Tuscan ,% is a bath 
of new and 
j matures, the most notable 
of which is the stepped 
rim at the front. This, in 
addition to its artistic 
merit, has an important 

advantage. It 
reduces the height just 
\\ here the user enters and 
leaves the bath, while 
elsewhere the full depth 

16 preserved l the danger 
oi water surging over (he 

ead« is thus avoided- 

( in the hack rim, in a 
position entirely con- 

. j»M nl to the user, a neat 
din >i mum - plated hand 
rail is fitted. This is SO 

designed and placed m to 

i ..use no obst ruction. 

< >n cither side of the hand 

i nl : I 1 1 1 .mil bfiiSh Inivs 

generous si -/,%.' arc 

formed on the nm, also in a 
position < .isilv ac< essible bo 

the occup:mi o| the bath. 

Tin f i -< .mi panel is i < i egged 
.1 floor level, thus offering 

no obsh uction to the feet 

when t)>. ust i -i.m.ls close 

m the bath, 






i 






I 1 






«!♦ FTTSi 



I \ and < ». 






• » THA 
OtOUCTIQN 












i \ ' i 

n ' StvJu 

( ' W n I pity 

inj br< nm i I. 
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PLATE F7684— " CARLFORD ' 



r 




\e 



a 



IS 



Carlford " is the most modern form of the one-piece bath. It is without joints or removable parts and 
in height for easv access. 



Bath is shown with fittings as diagram J, but it may be supplied as Diagram M. Quote diagram when ordering. 



Plate F7684 : Comprising Shanks' F7421 white porcelain enamelled iron one-piece bath, the " Carlford " ? ; 
" Stylus " taps ; F6490 If* (38 mm.) combined plug and chain 



rail. Fittings chromium-plated. 



waste and overflow, brass trap. 




Section at end showing 
waste. 



r 



Outside Sizes 



- 



—^ 



Length 

5' 6" 
(1676 mm.) 



Width 
[762 mm. ) 



6' 2" 
(188 



■) 



2' 8" 
(813 mm.) 



Height 
from Floor 

rs" 

(457 mm.,.) 

IT 
(457 mm.) 



r 

Length 

4' lor 

(I486 mm.) 

f 6" 
(1676 mm.) 



In-side Sizes 



^ 



Width 

1' 10K' 
(571 mm.) 

2' Q" 
310 mm.) 



at Waste 

r 5" 
mm.) 




/ t ft 



(432 mm4 



EXTRAS 

Bath in colour. 

1" (25 mm.) supplies, 2" (51 mm.) waste and trap. 

F5111 Vitreous China soap dish and hand rail in white or c 



for building into wall. 



our 



F7239|" (19 mm.) 
Ung soap dish 





Sect i o n at end showing 
taps with supply pipes 










ftp 5 






DEDUCTIO 

F4034 taps in round formation instead of t( Stylus". 





Diagram J. 

Right hand corner 
position. Fittings 
hand. 



Diagram M. 

Left hand corner 
position. Fittings 



T 










u 



& 



c:3 



SI 




t 










PLATE F7699— "CARLFORD 



9 5 



The " Carlford " is the most modern form of the one-piece bath. It is without joints or removable parts and 
is low in height for easy access. 

Bath is shown with fittings as diagram K, but it may be supplied as diagrams L, H and O. Quote diagram 
when ordering. 

Plate F7699 : Comprising Shanks white porcelain enamelled iron one-piece bath, the " Carlford " ; F7602 '" Stylus " 
combination fittings comprising i ( 19 mm .- &ps and inlet nozzle, 1£" (38 mm.) combined plug and chain waste and overflow 
brass trap. Not including soo ami ; 4 rail Fittings chromium-plated. 






■ i 
1 










Setti :i at n .] ; ppl\ 

an I q. fitti 



Length 
'■•) 






3 • 

ir.ri . 



CM I -■:■', SlfcES 
M2 r.-mi.j 

ml 



Height 



— — = — Ixside Si 



zes 



■ it 



i* 6* 

(457 rara.j 

V 6" 

' 457 turn.) 



Length 
(I486 mm i 



W 6 " 
( 1676 mm.) 



wmm 

tiim.) 

(.^lomm.) immrnS 



Depth 
at Waste 

!■' 5" 

1 432 mm.} 



1 ' z" 

1 3 



•r nlLr.-niat^e types of fittings see pages 49-5*2 



EXTRAS 

Bath mi csrfoi '. 

1 P* '■ supples, - (Si mm.) waste and trap, 

I SHI Vifcre ■ hi., a soap dish and hand rail in white or colour for building into wall. 






I 



1 /* 












F7661 SatH 

it hand ■ , 
Fillings righ 



. 




F7660 Bath 
Diagram N.. 

R« posili. n 
Fittings left band 







F7661 Bath 
Ui - run L. 

Leu fi irier positive 

1 ! left hand 



-^ 



~^ 



£= 



F7660 Bach 

Diagram O. 

K ess poij tion. 
Fittings right feawd 




Recess position 
gram O. 
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PLATE F6226— " VENETIAN w 

The illustration shows bath with fittings as diagram G, but it mav be supplied as diagram H. Quote diagram 
when ordering. 



Plate F6226 : 

mm.) taps 
soap 





■ ^ _ - 



- —r- 




rising Shanks' F6125 white porcela 
upply pipes; F6490 combined If* 
and hand raiL Fittings chromium-pl 



in enamelled 
(38 mm.) 




iron one-piece bath, the c< Venetian " ; F4034 |f 
and chain waste and overflow, brass trap. Not 



Plate F6224 : Ditto, but with F5124 combined fitting, comprising f" (19 mm.) taps, I$j* (38 mm.) standing waste and over- 

Fittin^s chrQiTii^m-plateci . 




-*■"" " y 






e~S 



r- — — Outside Sizes— 


Height 




-Inside Sizes — 


Depth 


Length Width 


iron i Floor 


Length 


Width 


at Waste 


6' U" r 8" 


1 ? 6 " 


s? r 


T 0" 


]' S" 


^ 1 mm.).' (813 mm 


(457 mm.) 


( 1 67(> mm..) 


{610 mm.) 


(-UJV mm.) 



Plate F6226 

Section at end showing 
waste. 



EXTRAS 

Bath in colour, 

1" (25 mm,) supplies, T (51 num.) waste and trap. 

F5111 Vitreous China soap dish and hand rail in white m. colour for building into wall. 




Plate F6226 

Section at end showing 
taps with supply pipes. 
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kL_ 



_/ 



Diagram G. 

Against back wall. 
Fittings left hand. 
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Diagram H. 

Against back wall. 
Fittings right hand. 




PLATE F6224 
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PLATE F6085— "VENETIAN 



» » 



The illustration shows bath with fittings as diagram J, but it may be supplied as diagram M, Quote diagram 



ordering. 



F4034 



Plate F608S : Comprising Shanks 1 F500U white porcelain enamelled iron one-piece bath, the "' Venetian " ; 

1 19 mm.) taps with supply pipes; F6490 combined U {3B mm.) plug and chain waste and overflow, brass trap. Mm 

including soap disk mul hand raiL Fittings chromium-plated. 

Plate F5116 : Ditto, but with F5L24 combined fitting, comprising j (19 mm.) taps, U" (38 mm.) standing waste and over- 
flow, brass trap. Fittings chromium-plate J. 




L- . ;h 
(1676 mm. I 



-Guisi e S 



\ 

2 
hj mm 

a - 

3 



!l. . 

v i 

■ 



Length 

4' (or 

(iMf ami 



-IxhiDf Sizes 



o' tf 



(1H76 mm - 



Width 

r ior 

i^ 71 mm.) 

9' 0" 

— ■ \* 

(610 mm.) 



at Waste 

] ' if 
[4$r% nun.) 

]' Sf 
(432 cili 



Plate F6085 
Section at end shqwi 

W»T?t -. 



EXTRAS 

i ' '.-'■ J 2* (51 mil rid trap, 

P »U! : ' ' ii. vvhite or GQlbui tor buiklim* into wall. 




Place F6085 

Section at end showing 
taps with supply pipes. 










Digram j. 

Right hand .-•-..- 

Fittings left I fi i. 



T 






Diagram M. 

; ■ : t _ ha n d ©o cnet positi 

Fiitii _ .-hi hand. 




PLATE F5116 
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PLATE F77S3— "VENETIAN " 

illustration shows bath with fittings as diagram K, but may be supplied as diagrams L, N and O. Quote 
m when ordering. 



Plate F7783 : Comprising Shanks' white porcelain enamelled iron one-piece bath, the " Venetian " ; F7603 combination 
fitting comprising f" (19 mm.) taps, inlet nozzle to bath 1|" (38 mm.) combined plug and chain waste and overflow, brass trap. 
Not including soap dish and hand rail. Fittings chromium-plated. 



r 



Outside Sizes 



I*en g t h 

5' 6" 

(1676 mm.) 

(1880 mm.) 



Width 

2' 6" 

>2 mm.) 

%\ §" 
13 mm.) 

r 



Depth 
at Waste 

1 ' 6" 

{457 mm.) 

r W 

(457 mm.) 



Inside Sixes 




, T 



& rvor 



I" 



(Hm mm.) 
( 1 676 mm.) 



Width 

V ior 

(371 nim.) 

T ()" 
(61U mm.) 



Depth 
at Waste 



■ 



' =" 



V 5 



r 



) 



' r// 



V 5 



/• r 



in 



For alternative types of fittings see pages 49-52. 



EXTRAS 

i in colour. 

V (25 mm.) supplies, 2" (51 mm.) waste and trap, 

F51 11 Vitreous China: soap dish and hand rail in white or colour for building into wall 
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Section at end showing supply 
a n d was t e fitti fees , 
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F5001 Bach 

Diagram K. 

Right hand corner position 
Fittings right hand. 



i l&< 



F5001 Bath 

Diagram L> 

t hand corner position. 
Fittings left hand. 
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F5002 Bath 
Diagram N. 

Reeess position. 
Fittings left hand 



F5G02 Bath 
Diasram O. 




■r> 



Kecess posit 
Fittings right hand. 



Reeess position 
Diagram (X. 
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PLATE F7757 * ROXUL " 

■ • ,. I >iv. oap, sponge and other requisites; 

rcc*- within n ich ot the user« 






. 




i to s n ; i • • r i shows dingraiii J. Quote diagram 
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PLATE F77S7 
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PLATE F7759— ' 'TUSCAN" 

(t'J\. fyfisti red !>, sign) 



The " Tuscan ** is a bath of new and striking features, the most notable of which is the stepped rim at the 
front. This, in addition to its artistic merit, has an important practical advantage. It reduces the height 
just where the user enters and leaves the bath, while elsewhere the full depth is preserved ; the danger of" water 
surging over the ends is thus avoided. 

On the back rim, in a position entirely convenient to the user, a neat chromium-plated hand rail is fitted. 
This is so designed and placed as to cause no obstruction. 

On either side of the hand rait soap and brush trays of generous size are formed on the rim, also in a 
position easily accessible to the occupant of the bath. 

The panels which are of the removable type, giving ready access to piping, are of special design to match the 
style of the bath. The front panel is recessed at floor level, thus offering no obstruction to the feet when 
the user stands close to the bath. 

Bath may be supplied to suit any of the positions shown by diagrams. Illustration shows diagram J. Quote 
diagram when ordering. 

Plate F7759 : Comprising Shanks' white porcelain enamelled iron bath, the lk Tuscan, 1 ' with hand rail; white porcelain 
enamelled iron panels ; F7239 f frS mm.) 4i Stylus H taps ; F45UN [§* (38 mm.) plug and chain waste ; F4S09 1 1 (32 mm.) 
overflow ; brass trap. Fittings chromium-plated. 



Outside Sizes 



Number 
[■7759 




Bath 

Nil ml.< i 

I -75GU 

Fsoea 



In -i in. M/ES- 



L- ii ah 

(1905 raw 
.s' 8* 

(1727 mm.) 



M. ight from Floor 
Width at Ends at Centre 

T V V 9* V W 

[78? mm.) (533 mm ) f -+ ^7 mm.) 

ft" si" rr i'H m 

'7SI mm) (5uS mm.) (444 mm.) 



Depth 
Length Width at \\ r te 



f — 



¥W I'll" I / 

1:676 mm.) (584 mm.) [483 mm.) 

v o i* ir \ r 

(1524 mm ) (S^m mm.) (483 «im . 



Kirn 

H m 

[S3 mm 

ir 

(7" urn 



EXTRAS 

I \.\\ li .m> I panels in rnlnuf, 

I* (US mm,) taps, T (M mm.) w t$te, I J" (38 mm.) overflow. iron trap. 

DEDUCTION 

F-in.u round formation I aps insti ad ot "Sfcytti 




~~. 



N- 



r — -r 
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Diagram G< 
Fittings left hand. 



I M i.r.mi H. 

Iggainst i' i' i- .-ill, 

Fii iiii^> right hand, 



Diagram J. 

,t hand 

!-V'M Lll-t, 



D .mi K 

aai . -rner j> 
Fitting r Ik- lit b 
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il 


«' 


«I 


M 


H' 


« 








Diagraco I.. 

1 ,i'!i 1 1 ■ m n i com t position 

Filling kit h.util 




„s z^^— 



t.ii.i-jMiu M 

I eft Brand corner position. 

Fitting'!. ri_ :.• :. i -i 



'29 



t 



o 









I I' ling* I'M I 



»■ ■ 




Diagram O. 
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PLATE F7760 TUSCAN 

I r. t 1> n) 



» < 



■ ■ 



bath shown on p*f bul in this case the supply and waste 

. • inl- tinu' on i of wall. 



- 



t Ulustr: shows diagram K. Quote diagram 






P\a\9 F7760 : C 

rrmnd 

Pljf« F7761 









• 






enamelled iron bath, the "Tuscan/' with hand rail; whit* 

n fitting comprising }" (U> mm i ups., inlet nozzle to hath, 

miunvpJflted. 

i on fitting i oni] ri ing 2" < |l ' mm.) taps, inlet nozzle Do bath, 
I ,i{>. Fitting chromium -plated. 
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PLATE F7761 
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PLATE F7762— "CARNOCK" 






The principal feature of the " Carnock " bath is the broad rim on which are formed three large soap 
sinkings in a position entirely convenient to the occupant. 

supplied to suit any position shown by diagrams. Illustration above shows diagram K. Quote 



Bath may be 
diagram when 



: -:__"^ _ 




Plate F7762 : Comprising Shanks' white 
panels ; F4034 \" (19 mm.) taps ; F45Q8 
Fittings chromium-plated. 



porcelain enamelled iron bath, the " Carnock * ; white porcelain enamelled iron 
W (38 mm.) plug and chain waste ; F4509 \ y / (32 mm.) overflow ; brass trap. 



r 



— Outside Sizes 



Plate 


Bath 






Heigh t 


Number 


Number 


Length 


Width 


from Floor 


F7762 


F7674 


5' 6" 


V 6" 


1' Sf 






(1676 mm.) 


(762 mm.) 


(457 mm.) 


F7762. 


F7577 


6'0" 


T T 


1'6" 






(1829 mm.) 


(787 mm.) 


(457 mm.) 


F7762 


F7742 


6' 1" 


2' 8" 


V 6" 






( I 854 mm.) 


(813 mm.) 


(457 mm.) 



. r - 

Length 


* 1 1 1? 

(1511 mm.) 


5' 4" 
(1626 mm.) 


5' 4" 
(1626 mm.) 



-Inside Sizes 
Width 



Depth 
at Waste 



(572 mrn.) 


1/5" 
(432 mm.) 


(584 mm.). 


1' S* 
(432 mm.) 


(584 mm.) 


r 5" 

(432 nam.) 



Rim 

W 
(64 mm.) 

(76 mm.) 

4" 
(102 mm.) 







+T\ <\ 













It desired, bath may be supplied 1/ H" (584 mm.) high to permit outlet of trap being above 
F7533 adjustable feet, as shown on page 38, may be supplied without extra charge. 

EXTRAS 

Bath and panels in colour. 

V (25 mm.) taps, 2" (51 mm.) waste, \Y (38 mm.) overflow, iron trap. 




Li— U- - 



— — - -■ - - 



Diagram G. 

Against back wall. 
Fittings left hand. 



r 
i 




o 



Diagram H. 

Against back wa 1 1 . 
Fittings right hand. 




Showing soap sinkings formed in back roll 




Diagram J. 

Right hand corner position. 
Fittings left hand. 
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r\ 



Diagram K. 

Right hand corner position. 
Fittings right hand. 
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Diagram L. 

Left hand corner position. 
Fittings left hand. 
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Diagram M- 

't hand corner position. 
Fittings right hand. 
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Diagram N. 



Recess position. 
Fittings left hand. 



; 




Diagram O. 

Recess position. 
Fittings right hand 
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PLATE F7574— "APTUS 



1 i 



Bath may be supplied to suit any of the positions shown by diagrams. Illustration above shows diagram J. 
Quote diagram when ordering. 

Plate F7574 : Comprising Shanks* white porcelain enamelled iron bath, the " Aptus " ; white porcelain enamelled iron 
panels ; F4034 f" (19 mm.) taps ; F4508 jjf (38 mm.) plug and chain waste.; F4509 1}" (32 mm.) overflow; brass trap. 
Fittings chromium-plated. 







t 


^OUTSIDE SlZES- 


> 


f 


-Inside Sizes— 


■> 




Plate 


Bath 






Height 






Depth 




Number 


Number 


Length 


Width 


from Floor 


Length 


Width 


M Waste 


Rim 


F7574 


F3837 


W 1 k" 


2' ST 


r 8" 


'$ 4" 


T V 


1' T 


4" 






(1867 mm.) 


(838 inm.) 


(508 mm.) 


(1626 mm.) 


{635 mm.) 


(483 mm.) 


(102 mm.) 


S3 


F6087 


5' W 


9' *S* 


V 6" 


w w 


W IT 


I ' W 


3" 






(1734 mm.) 


(737 mm.) 


(457 mm.) 


(1524 mm.) 


(584 mm.) 


(432 mm.) 


(76 mm.) 


>» 


11 


r n r 


r 5" 


1 ' jf 


5' 4" 


1' i f* 


]' 5" 


r 




t * 


(1822 mm.) 


(737 mm,) 


(457 mm.) 


(1626 mm.) 


(584 mm.). 


(432 mm.) 


(76 mm.). 




F7679 


6' r 


2' W 


1 ' 6" 


5' 6" 


1' 11" 


1 ' 5" 


w 


J' 




(1880 mm.) 


(762 mm.) 


(457 mm.) 


(1676 mm.) 


(5;84 mm.) 


(432 mm.) 


(89 mm.) 


l« 


F6381 


W <T 


2' 4" 


) ' 6" 


4'5F s 


r ir 


i'o" 


U" 






(1524 mm.) 


(711 mm.) 1 


(457 mm.) 


(1359 mm.) 


(584 mm.) 


(432 mm.) 


(64 mm.) 






vV 6" 


2' 4" 


l*W 


4' 1 1 i" 


1' 11" 


1' 5" 


w 


> 


*? 


(1676 mm.) 


(711 mm.) 


(457 mm.) 


(151 1 mm.) 


(584 mm.) 


(432 mm.) 


(64 mm.) 






& 0" 


2' 4" 


1 ' 6" 


5- sr 


1' U" 


V-&- 


w 


>> 


> j 


(1829 mm.) 


(71 1 mm.) 


(457 mm.) 


(1664 mm.) 


(584 mm.) 


(432 mm.) 


(64 mm.) 



If desired, F3837 bath may be supplied W W (610 mm.) high ; F6087. F7679 and F638I baths may be supplied V 1 \" (584 mm.) high ; these 
heights permit outlet of trap being above floor. 

F7533 adjustable feet as shown on page 38 ; may be supplied without extra charge. 



EXTRAS 

Bath and panels in colour. 

\" (25 mm.) taps, 2" (51 mm.) waste, 1 f%%% mm.) overflow, iron trap. 

Soap sinkings on rim on F6381 bath, f 6" (1676 mm.) and 6' 0" (1829 




:1 



:1 






I 






mm.) outside sizes only, see page 38 
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r 




Diagram S. 
Island position. 



Diagram 1 G. 

Against back wall. 
Fittings left hand. 



Diagram H. 

Against back wall. 
Fittings right hand 





Diagram J, 

t hand corner position. 
Fittings left hand. 



Diagram K. 

Right hand comer position. 
Fittings right hand. 



■*? 



X- 



Diagram L. 

Left hand corner position 
Fittings left hand. 





Diagram M. 

Left hand corner position. 
Fittings right hand. 
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Diagram N. 

Recess position, 
Fittings left hand. 




Diagram O. 

Recess position. 
Fittings right hand. 
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-ATE F7764- " APTUS " 






1 t \i\ diagra Illustration above shows diagram J. 
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PLATE F8393— "APTUS M 

Bath may be supplied to suit any of the positions shown by diagrams. Illustration above shows diagram % 
Quote diagram when ordering. 



Plate F8393 : Comprising Shanks' White Porcelain Enamelled Iron Bath, the K Aptus y> ; lt Ins 
strips ; F4034 f (19 mm.) taps ; F450S If (38 mm.) plug and chain waste ; F4509 If* (32 mm. 
"ings chromium-plated. 



nsul " panels 
) overflow ; 



with metal 
brass trap. 



Plate 


Bath 


' 


L/U lSil/H JU IL^~ 


Height 


Number 


Number 


Length 


Width 


from Floor 


F8393 


F3837 


6' ir 


2' 9" 


V 8" 






(1867 mm.) 


(838 mm.) 


(508 mm.) 


*» 


F6087 


5' sr 


2' 5" 


1' 6" 






(1734 mm.) 


(737 mm.) 


(4o7 mm.) 


*' 


T* 


5' ur 


5' 5" 


r g* 






(1822 mm,) 


(737 mm.) 


(457 mm.) 


»l 


F7679 


6' T 


2' 6" 


1' 6" 






(1880 mm.) 


(762 mm.) 


(457 mm.) 


y* 


F6381 


5' 0* 


2' 4" 


1' 6" 






(1524 nam.) 


(71 1 mm.) 


(457 mm.) 


»> 


ji. 


5' 6* 


g> 4 - 


r r 






(1676 mm.) 


(711 mm.) 


(457 mm.) 


»> 


H 


6' CT 


T 4" 


r 6" 






(1829 mm.) 


(711 mm.) 


(457 mm.) 



Length 

5' 4" 
(1626 mm.) 



X" 



5" 

(1524 mm.) 

5' 4" 
(1626 mm.) 



5' 6" 



(1676 mm.) 

4' 5J" 
(1359 mm.) 

4' 111" 
(15] l mm.) 

5' 5-V* 
(1664mm.) 



Inside Sizes 
Width 

(635 mm.) 

V 11" 
(584 mm.) 

V 11" 

(584 mm.) 

T 11" 
(584 mm.) 

r ir 

(584 mm.) 

r ir' 

(584 mm.) 

1' 1 1" 
(584 mm.) 



Depth 



V T 

+83 mm.) 



r 5" 

(432 mm.) 

1' 5" 
(432 mm.) 

1' 5" 
mm.) 



Rim 

4" 
(102 mm.) 

3" 

(76 nirn.) 

3" 
(76 mm,.) 

W! 
(89 mm.) 



.1/ 5" 
(432 mm.) 

V o" 
(432 mm.) 

I ' 5" 

(432 mm.) 



«) i" 



(64 mnL) 
(64 mm.) 
(64 mm.) 



If desired, F3837 bath may be supplied 2' 0" (610 mm.) high ; F6087, F7679 and F638J baths may be supplied I' I \" (584 mm.) high • these 
heights permit outlet of trap being above floor. 

'- hisul " panels may be supplied in different colours. See Colour Section. 

F7533 adjustable feet as shown on page 38, may be supplied without extra charge. 

EXTRAS 

Bath in colour, 

l" (25 mm.) laps, 2" (51 mm.) waste, \V (38 mm.) overflow, iron trap. 

Soap sinkings on rim on F6381 bath, 5 r 6" (1676 mm.) and 6' 0" (1829 mm.) outside sizes only, see page 38. 
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4* 





Diagram S. 
Island position. 



Diagram G. 
Against back wall 
Fittings left hand 



Diagram H. 

Against fback wall. 

Fittings right hand. 



iagram J. 
Right hand eorner position 
Fittings left hand. 



Diagram K. 
Right hand corner position. 
Fittings right hand. 
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Biagram L. 
hand comer position 
Fittings left hand; 



* * .*■ 



Diagram M. 
Left hand eorner posit 
Fittings right 



Diagram N. 

Recess position. 

Fittings left hand 



Diagram O. 

Recess position. 

Fittings right hand 
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PLATE F8245— "ORWOOD" 




The " Orwood M is supplied with deep soap sinkings formed on the rim, in convenient positions on both 
of bath. 

Bath may be supplied to suit any of the positions shown by diagrams. Illustration above shows diagram J. 
Quote diagram when ordering. 



Plate F824S . 



45 : Comj Shari'l F8248 White Porcelain Enamelled Iron Bath, the c< Orwood y> ; (t Insul " panels with 

metal strips; F4034 ' {19 mm.) taps; F4S0S L|* (38 mm.) plug and chain waste; F4509 1£" (32 mm.) overflow; 



brass trap. Fittings chroraiurn-plated- 






5' ti | 
5 i | 



SlDl\ 7.Z 



1 
- 



r 






H -i-ni. 
; m Fl 

I' $ 

(i5j mm 



Length 

(]5*_M iu'ij.) 

5' 4'* 
i 1626 mm.) 



= In-side Sizes 

Width 

r ii" 

(584 mm.) 



V 11" 
(584 mm.) 



Depth 
at Waste 

1' 5" 

(432 mm.) 

V 5" 
(432 mm.) 



Rim 

r 

(76 mm.) 

3" 
(76 mm.) 









' ' lay be pp i ... difiereut colours. See Colour Section. 

11 ] ' • > (584 mm.) high to permit outlet of trap being above floor 

1 ' ' ■ !i >n P&& 38, may be supplied without extra charge. 

EXTRAS 

I ' I .. ••. V .51 mm.) waste, i r (38 mm.) overflow, iron 

DEDUCTION 
I'aneis supplied without metal strips. 






) 

n 










E3 



1 TH Q t 

- back w i 

s left h 3i 



L 

Fl aid. 



T~T 




Diagram H. 
•\jiainst bark wall. 
Fittings right .hand. 




B 



> 



Diagram M. 

Left hand corner position 

fittings right band. 



*3 



!t 



© 




*_; - r - -,' 




sa 



\_T7 




n 



. , Diagram J, Diagram K. 

Ki;j.hL hand corner position. Right hand corner position 
Fittings left hand. Fittings right hand. 




r-^ 



Diagram N. 

Recess position. 

Fittings left hand 




Diagram O. 

Recess position. 

Fittings right hand. 
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PLATE F7766— " MAGNA " 

[Regislered Design) 



The u Magna "is made with a recessed rim to prevent water splashing on to floor and to facilitate building 



into 



Bath may be supplied to suit any of the positions shown by diagrams. Illustration above shows diagram K. 
Quote diagram when ordering. 

Plate F7766 : Comprising Shanks' F7767 white porcelain enamelled iron bath, the " Magna '" ; white porcelain enamelled 
iron panels ; F4034 £" (19 mm.) taps ; F4508 \V (38 mm.) plug and chain waste ; F4509 1£>' (32 mm.) overflow ; brass 
trap. Fittings chromium-plated. 

Pressed steel panels may be supplied instead of iron. Particulars and prices on application. 



Length 


-Qutside Stzes- 
Width 


Height 
from Floor 


r 

Length 


-Inside Sizes— 

Width 


Depth 
at Waste 


(1676 mm.) 


2' 4" 
(711 mm.) 


(559 mm.) 


4' \\%" 
(1508 mm.) 


1' W%" 
(571 mm.) 


V 5" 
(432 mm.) 


6' 0" 
(1829 mm.) 


r a" 

(711 mm.) 


r W 

(559 mm.) 


(1661 mm.) 


(571 mm.) 


V 5" 
(432 mm.) 



Rim 



tf 



(70 mm.) 



rt 



(70 mm.) 



F7533 adjustable feet, as shown on page 38, may be supplied without extra charge. 



EXTRAS 

Bath and panels in colour. 

1" (25 mm.) taps, 2" (51 mm.) waste, 1^" (38 mm.) overflow, iron trap. 




/ 



o 






Diagram 3. 
Island position 



Diagram G. 



Against back 
Fittings left hand, 



Diagram H. 

Against back wall. 
Fittings right hand 



Diagram J. 

Right hand corner position. 
Fittings left hand. 



am K. 

. hand corner position 
Fittings right hand. 











' . 



£u> 



'. 




Diagram L. 

Left hand corner position 
Fittings left hand. 




Diagram M, 



*. i * 



corner 
Fittings right hand. 




Diagram N. 

Recess position. 
Fittings left hand. 




Diagram O. 

Recess position. 
Fi 1 1 ings righ t hand 



i 



on 



r*\ 




I 






* 



■ 

. i 
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i 
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PLATE F7768— "MAGNA." 

{Registered Design) 

The - A Magna 5> is made with a recessed rim to prevent water splashing on to floor and to facilitate building 
into wall. 

Bath may be supplied to suit any of the positions shown by diagrams. Illustration above shows diagram K. 
Quote diagram when ordering. 

Plate F7768 : Comprising ShaMV F7767 white porcelain enamelled iron bath, the " Magna " ; " Insul ** panels with metal 
strips; F4034 |" (1.9 mm.) taps; F4508 1 1" (38 mm.) plug and chain waste; F4509 If* (32 mm.) overflow ; brass trap. 
Fittings chromium -plated. No skirtLnys. 
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Plate F776? : Bittp, but; witih black Vi.troJite panels. No skirtings 



I 1 1 i b 

•■.■ ir 

(1*29 i 



0-i i - ' ra Sizes 
Width 

2' 4 
(71 J Him.) 

2 -I' 
(711 mmji 



Hi 
irom Floor 

I 10" 

59 JufLl.) 

!' Ill" 
(559 niirj.) 



Length 

1 150S mm.) 
5' 5-2" 



Inside Sizes — -^^, 

Depth 



Width 

r lor 

(571 mill.) 

i/ tor 

mil) 



at Waste 
32 mm.) 



r 5" 

(432 mm.) 

" I " pftm Is may be supplied iti diuerent colours. See colour section. 
F ~ •' li; : ''own r-n p a * e 3.8, may be supplied without extra charge. 



Rim 

(70 mm.) 
9 a r 



) mm.) 




Diagram G. 

ain&t bac k m ". 
Fittings I en hand. 




Diagram L. 

Left hand corner position 
Fittings left hand. 



in ••'■ nr. 
V. (SOS i m.j *hsfe@n£fc. 

i" (2S inrri. t -ip^. £* (51 mm.) waste, H" (38mm.) overflow, iron trap. 



V. 



.- 



Digram H. 

Apninst 'back wali. 
Fittings right hand. 



r 






' 



Diagram M. 

Left hand eomer position. 
Fittings right hand.. 




Diagram J. 

hand corner position. 
Fittings left hand. 



f 



Diagram N. 

Recess position. 
Fittings left hand 




Diagram K. 

Right hand corner position 
Fittings right hand. 




Diagram O. 

Recess position. 
Fittings right hand. 
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PLATE F7770— "ARTISAN " 

(Registered. Design) 

ine illustration shows a bath suitable for the smaller type dwelling. It is tapered inside with a view to saving 
water and has recessed rim to prevent splashing on to floor. 

Bath may be supplied to suit any of the positions shown by diagrams. Illustration above shows diagram K. 
Quote diagram when ordering. 



Plate F7770 : Comprising Shanks' F7772 white 
steel panels ; F4034 |" (19 mm.) taps ; F4508 J§* ( 
trap. Fittings chromium-plated. 



porcelain enamelled iron bath, the " Artisan " ; enamelled pressed 
3 mm.) plug and chain waste; F4509 I}." (32 mm.) overflow; brass 




i ' 



fe *" 
w m 












Plate F7771 ; Ditto, but with M Insul " panels, as shown on page 36, 



r 



Length 

5' 1" 
(1594 mm.) 



-Outside Sizes 



*n . 




fflwm 

5 mm.) 



from Floor 

V 10" 
(559 mm.) 



LeriRt 



4' 10" 
[1473 mm.) 



Inside Sizes-* 
Width 



Foot 

1 ' 5" 
(432 mm.) 



Head 
1' 9V 

am 

(546 mm.) 



Depth 
at Waste 

r sr 

432 inm.) 






u Insul" panels may be supplied in different colours. See colour section. 

DEDUCTIOM 

Panels without metal angle strip. 




Diagram G. 

Against back wall. 
Fittings left hand. 




Diagram H. 

Against back w 
Fittings right hand. 




Diagram J. 

Right hand corner position. 
Fittings left hand. 




Diagram K, 

Right hand corner position. 
Fittings right hand. 





Left hand corner position 
Fittings left hand. 




Diagram M. 

Left hand corner position: 
Fittings right hand. 



: 




=assiB \l 



Diagram N. 

Recess position. 
Fittings left hand 




Diagram O. 

Recess position. 
Fittings right hand. 
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APT US 



* > 










The " Aptus " Bath owing to Its rectangular top. will. suit any position in the bathroom. It may be placed 
clear of wall, between walls, or into Fight or left hand corner. 

Shanks* rt - Aptus " Bath, in white porcelain enamelled iron with detachable feet. No fittings. 

r- Inside Sizes — -> 





t 


-OUT.SinE Si :ES^ 


. 


Bath 






H ,- fghi 


Number 


Length 


\\.,!i 


from FloGi 


F38:n 


6' ir 


2' 9" 


i e 




(1.867 mi n.) 


{838 mm.) 


(SOS nam:) 


F80S7 


> J i ! ■' 


T 5" 


r ^ 




(1 73-1 mm.) 


P 17 mm J 


(457 Dim.) 


•' 


5' 1 i r 


T 5" 


r <sr 




(J822 su m 


(737 ram.) 


1 LliDa.) 


F/679 


S> 2 ' 


'J' i " 


1' IS" 




(IWSu itim.) 


7<52 namO 


{457 cai - ) 


mzm 


% <y 


'1' !'" 


1 ' jp 




(1524 it,. a.) 


(71! 


1 'ft :.; 




) i-.' 


._,. ^ 


' 




(1 6/6 mi rn.» 


("i i mm.) 


( 1 ) 




6' 0" 


V A" 


1 ' IV' 




(1829: mm*) 


■~:\ 1 HMftJ 


[455 rnir i 


ired, F3S37 


bath ai-v, be : 


; i ; , 


I'.' ■ 



Length 

5' 4" 
S mm.) 



Width 

r I" 

35 mm.) 



ff £24 mm,) 

S 4"- 
( 1 626 mm .) 

il<v6 mm) 

4 5.]' 
«i:559 mm.) 

4' nr 

(1511 mm.) 

§' ar 

(1&64 mm.) 



T 11" 

(584 mm.) 

nr 

{584 mm.) 

V 11" 
(584 Dim.) 

]' 11" 
(584 mm.) 

1' 11" 
(584 mm.) 

T 11" 
(^84 mm.) 



Depth 
at Waste 

r r 

(483 mm.) 

r 5" 

{432 mm.) 

r r 

(432 mm.) 

1' 5* 
(432 mm. i 

1 ' 5" 
(432 mm.) 



'5" 



(432 mm.) 

1' 5" 
(432 mm.) 



Rim 

if 

(102 mm,.) 

3' 
(76 mm.) 

r 

(76 mm.) 

3£* 
(89 mm.) 

if 



DQHl.J 

W 

(64 mm ) 



f? 



(64 mm.) 



; F6087, F76/9 and F6381 bath? may 

Kl1 "" " : - l ■••■ supplied without extra charge. 

EXTRA 



supplied V l&* (584 mm.) high. 



: ' i! ^^W^^fr^»^«^-^^^«*wi 




sin 
and 6' 0" 



■- l *63§1 hath, 5' 6" (l 676 mm.) 
(1&20 mm.) |e sizes on! v. 

al xli:l charge. 





F7533 Adjustable foot 
Raised position. 



F7533 Adjustable foot. 
Lowered position. 






foot permits height of bath to be adjusted to suit bath panels. 
There ,s sufficient range of adjustment to allow bath to be installed with 

below floor or with trap above floor. 





MMLSS 




m 






■ 


■ 


• 






■ 


i 






- - 










i 








. 


,• - 






Plate F7170 : 

" Maxplin," with s 
2" (51 mm.) brass st 



PLATE F7170— "MAXPLIN " 



prising Shanks' F6841 white porcelain enamelled iron bath, the 
£p sinkings formed on rim at end ; F4034 §f (19 mm.) taps ; F6301 
anding waste and overflow ; iron trap. Fittings chromium-plated. 



' 



r 



—. OUTSIDE S 



Length 

6' 0" 
(1829 mm.) 



Width. 

2 r 5" 
(737 mm.) 



Height 
from Floor 

V 11" 
(584 Dim.) 



Length 

5' 6" 
(1676 mm.) 



Inside Sizes 

Width 

V 11" 
(584 mm.) 



Depth 
at Waste 

I' 5" 
;432 mm.) 



H <Rirn 



* 



76 mm.) 



EXTRA 

1" (25 mm.) taps. 




Showing standing waste and 
o ve rfto w . Deep soap sinkin gs. 







PLATE F7502 



<r 



PLINIUS" 



Plate F7502 : Comprising Shanks' F4946 white 
on rim at end; F4034 §' (19 mm.) taps ; F4508 
brass trap. Fittings chromium-plated. 




reelain enamelled iron bath, the " Plinius," with soap sinkings formed 
i|f (38 mm.) plug and chain waste; F4d09 \\" (32 mm.) overflow; 



f 
Length 


-Outside Sizes- 
Width 


Height 
from Floor 


< 
Length 


-Inside Sizes— 
Width 


Depth 
at Waste 


Rim 


5' ffi 
(1676 mm.) 


• - 

r w 

(737 mm.) 


f \r 

(584 mm.) 


(1524 mm.) 


1' 11" 
(584 mm.) 


1 ' t 
(432 mm.) 


r 

(76 mm.) 


(1829 mm.) 


(737 mm.)i 


V W 

(584 mm.) 


(1676 mm.) 


V 11" 
(584 mm.) 


1'5" 
(432 mm.) 


3" 
(76 mm.) 



EXTRA 



\" (25 mm.) taps, W (51 mm.) waste, 1J" (38 mm.) overflow, iron trap. 






i 






tA 











■^ 



I 
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ATE F777Z 




Plate F7773 : Com- 
prising Shanks' white 
porcelain enamelled 
iron bath; F4034 F 
(19mm.) taps; F4508 
iy (38 mm.) plug and 
chain waste ; F4509 
11" (32 mm.) overflow; 
brass trap, 
chromium-plated. 






• 




•iDE ^]7,i 


H. . 






• i 


•1 


',., . Ii, r 


1 7 j 


1 i ; ,.i 


: 


' 


r r 






H . i .Mil. 


f762 mm | 


. . im.) 






-' 


2 


2' 3' 






1 


! 


m.) 




il 


- 




. 1 








(762 1 Q 


1 ; i 




i i 




2 a 


2 ' 






1 


■ i 


■ > iriLQ.) 


ft 


■ 


6' l 


" 


2 






- 




a.) 




i 


■ 




1" 






ii ) 




15 .ii.j 



e :-=-= 


! n'side- Sizes— 


— "^ 




Length 


Width 


Depth 
at Waste 


Rim 


5- <r 


2' 0* 


1' 9" 


3" 


1 1524 mm.) 


(610 mm.) 


(533 mm.) 


(76 mm.) 


s' r 


2' 0* 


1' 9" 


3" 


1 1676 mm.) 


(610 mm.) 


(533 mm.) 


(76 mm.) 


8' or 


T 0" 


i' r 


r 


1 1 82-9 .mm.) 


(6.1.0 aim.) 


(533 mm.) 


(76 mm.) 


5' 6" 


2'0* 


1'9* 


4* 


(1676 mm,) 


(610 mm.) 


(533 mm.) 


(102 mm.) 


5' er 


2' 0* 


r 7" 


3j* 


1076 mm.) 


(610 mm.) 


(483 mm.) 


(89 mm.) 


6' W 


2'CT 


r r 


4* 


(1829 ram.) 


CG'IO mm.) 


(483 mm.) 


(102 mm.) 



EXTRA 

»' 31 mm.) v . . u- overflow* iron trap 



t 






Plate F7503 : . 

F4I i 

H 

n 

."is* r:..| ) 



• i . 
















i ■ 




Ii 


i 






1 




i 


. i 


^M rnro.) 


2 $' 


T w 

1 mij. 




1 


! 


m 


*! 


•I' 




(584 mm.) 




PLATE F7503— "ALPHA 



» j 



Lh 

I 3 mm 

r i." 
1219 miE 

- mm.) 

l] 
5 .r 
' ■ tain./ 



I v. si he Sizes 

Width 

r ii' 
(564 mm.) 

V II* 

(584 mm.) 

)' 11" 
n.) 

V II" 
(iSfc* mm.) 

v ir 

(5*M mm.) 



Depth 
at Waste 

r 5~ 
(432 rj.in . 

r r 

12 mm.) 

IT 
<2 mm.) 

l y 5* 

12 mm i 

; r 

{432 mm.) 



Rim 

3" 
(76 

r 

(76 mm.) 

v 

(76 mm. J 

(76 mm.) 

T 
■ 6 mm.) 
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PLATE F8247— "ORMA" 



The " Orma " is supplied with deep soap sinkings formed on the rim, in convenient positions on both sides 
of bath. 



Plate F8247 : ^Comprising Shanks' F8248 White Porcelain Enamelled Iron Bath, the " Orma " ; F4034 %" (19 mm.) 
taps; F4508 \\" (38 mm.) plug and chain waste ; F4509 \\" (32 mm.) overflow ; brass trap. Fittings chromium-plated. 



Len 

5 y '-" 
(1676 mm.) 

(1829 mm.) 



Outside Sizes— — — — - — ■ — ^ 

Height 
Width from Floor 

2' 5" \' 11" 

(737 mm.) (584 mm.) 



t 



2' 5" 
(737 mm.) 



I' 11" 
(584 mm.) 



Length 

5' 0" 
(1524 mm.) 

5' 6" 
(1676 mm.) 



Inside Sizes 
Width 

r ir 

(584 mm.) 

V 11* 
(584 mm.) 



Depth 
at Waste 

1' 5" 
(432 ram.) 

V 5" 
(432 mm.) 



r tt 



I 



JLkJ 



EXTRA 

Mm.) taps, 2" (51 mm.) waste, 1£* (38 mm.) overflow, iron trap. 



Rim 

3" 
(76 mm.) 

3" 
(76 mm.) 






C/5 



W C/3 






i, 



















I 



i 








z 




Urn 









[BLANK PAGE] 
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PLATE F7504-" SCOTIA 



» » 



Plate F7504 : Comprising Shanks* F4566 white porcelain enamelled iron bath, 
the " Scotia " ; F4034 f" (19 mm.) taps ; F4508 1|" (38 mm.) plug and chain 
waste; F4509 l| y/ (32 mm.) overflow; brass trap. Fittings chromium-plated. 



r 




-Outside Size 


■s — — 


~\ 


' 


~ 


1 NStyplB 


MZI'S- 


^ 










Height 










Depth 




L(M 


Wfih 


Width 


irom Floor 


Length 


Width 


at Waste 


Kim 


5' 


8" 


2' r 


V 


vt* 


5' 


0" 


r 


ltr 


v r 


2A" 


(1651 


mm.) 


(686 mm,) 


(584 


mm.) 


(J 524 


mm.) 


(559 


mm. J 


(432 mm.) 


(64 mi 


5' 


tr 


W 3" 


1' 


11" 


5? 


6" 


r 


10" 


1' 5" 


l lk" 


(1803 


mm.) 


(686 mm.) 


(584 


mm.) 


(1676 


nun . ) 


(o59 


mm.) 


f 4 3.2 mm.) 


(64 mi 




EXTRA 

White porcelain enamelled iron overhanging soap tray. 



PLATE F7505— " ESCO 



* i 



Showing overhanging soap tray. 




Plate F7505 ; Comprising Shanks' F4503 white porcelain enamelled iron bath, the " Esco " ; F4032 |* (19 mm.) taps 
F4S08 1|" (38 mm.) plug and chain waste ; F4SU.9 1 1" (32 mm.) overflow ; brass trap. Fittings chromium-plated. 



Length 

5' 0" 
(1524 mm.) 

5' 4" 
(1626 mm.} 

5' 6" 
(1676 mm ) 

5' 10" 
(1778 mm.) 



Outside Sizes 

Width 

2' T 
(660 mm.) 

t r 

(660 mm.) 

T 2" 
(660 mm.) 

2' T 
(660 mm.) 



Height 
from Floor 

1' 11" 
(584 mm.) 

r \r 

(584 mm.} 

V 11" 

(584 mm.) 

1' 11* 

(584 mm.) 



Length 


— T.v-iuE Sizes— 
Width 


Depth 
at Waste 


Rial 


4' S* 

(1422 mm.) 


r IT 
(559 mm.) 


r 5" 

(432 mm.) 


T 
(51 mm.) 


5' 0- 
(1524 rami 


1' 10" 

(559 torn J 


r 5* 

(432 mm.) 


V 
(51 mm.) 


5' T 
(1575 mm.) 


I' 10" 

(559 mm.) 


1' 5* 
(432 mm.) 


2" 
(51 mm.) 


5' 6* 
(1676 mm.) 


r to" 

(559 rnra.J 


r 5" 

(432 mm) 


2" 
(51 cum.) 












1 


(fi 


CP EC 


gi 


■4 £2 




0*~ 
>0B 






► c. 


*n < 


2 > 


H H 


HO 










wS 

5; ^ 




•0 TJ 
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PLATE F7774 



PUtc F7774 . 



I 












i 



i 









,-, , liranbadi; I r 4032 i (19 mm.) taps ; F4508 1$* {38 mm.) 

! ,iin runnum-phiied. 



Mi 
i 1 1 



J 



ft r I I 
• -i iuiii. ) 



\>i pfh 

tt1 V\ :i -It* 

(432 ■ • • i • • | 



Rim 

(32 vbm.) 







* M 



*»•*• r 




m w» 



P*«u 



SH 












l 



^kuf 



RADNOR Taper Shape 



< t l 



• s!,. m... u^dxioi " ; 1 4«i i.; • (19 mmj iapi ; 



1 1 iiim^ chroi- jm-plated. 



! .,'\ 






70mt 



J 

i 

i i 

\ V 






I J. {-Lit 

1 W.i 

i i* 
[4 n uu 



Rim 



.-icmmelled iron Imth. t)ic Radnor all a» ibw 

«, ' • hromd in -pl«i 









" 



• 






■ ' ■ ' • m 


• 

1 a 










Unit* 


Foot 




p*4 


■ 


Rim 


s 






11 


r r 


r 


m mm.) 




SK4 


nun.') 


■ 


(61 Oil 



.-■ 











i 





PLATE F7163 " ENMORE" 

Plate F7163 : Comprising Shanks' combined bath and lavatory, the " Enmore," in 
white porcelain enamelled iron ; F6055 f* (19 mm.) supply fitting with indicator to bath 
and lavatory ; lavatory waste pipe and bath overflow combined ; U" (38 mm.) plug and 
chain waste to bath, V (25 mm.) to lavatory ; F7165 U" (38 mm,) glass enamelled iron 
trap. Fittings chromium-plated. 

t Ixside Sizes oi Bath 



Length 
£5 in IB.) 




Outside Sizes of Bath -^, 

Height 
Width from Floor 

& r i ' i r 

(686 mm.) (584 mm.) 



f 



Overall 

V 7"x V 9" 

(483 mm x 533 mm.) 



Length 
5'0" 

(1524 mm.) 

Sizes of Lavatory — 
Inside 

r3rxi'4" 

(400 mm. x407 mm.) 



Width 

V 10" 

(559 mm.) 



Depth 
at Waste 

i ' sr 

(432 mm.) 



Height from Floor 
(80 G mm.) 



Rira 

2\" 

(64 tnm.) 




End view showing arrangement 

of supply and waste piping. 






C/> 
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PLATE F6161 " LAN RICK M 



s llMilks 



Plate F6161 : Comprising Shanks* combined hath and lavatory, the " Lanrick," in white porcelain enamelled iron ; F6055 

f" (19 mm.) supply fitting with indicator to bath and lavatory \ lavatory waste pipe and bath overflow combined ; I \ (38 mm.) 

plug and chain waste to bath, 1" (25 mm.) to lavatory ; F605S \\" (38 mm.) glass enamelled iron trap. Fittings ehromium-plated. 

r- Ui'Tsn.i- Sl/ks of Bath — — — , • — Inside Sizes ok Bath 



Length 
( 1 626 mm.) 



Width 
Foot 

V 10" 
(559 mm.) 



I lead 

2 f ¥ 
(686 mmj 



Height 
from Floor 

r II" 

(584 mm.) 



Overall 
(495 mm. X 546 mm.) 



Lmgi ii 

5 n" 

(1524 mm.) 

SflWBS oi- I. m .\roRV 
Inside 

r 3r i I 

(387 ii m i. 406 urn 



Width 

F->. .i Head 

l h' I'li" 

f 4 57 mm. J [SB4 Dim 

- = 

Height from I loor 

V 8 

(762 mm ) 



Depth 

at vv,i 

r 5- 

(432 rni 



km. 
i il mm.) 



43 



n 2 



<0 
























Sharks 



i 



■ 

■ 











ATE F7776 INFANT'S BATH 



put* tint ; i 









,. 1( , m , i, bath; F4QMt # C!«rom.)tap 1 4508 i|" [38 mm) 

I ,ii,. : chromium-pbted. 









1 /. J:. 







1 1 j 111 




1 J>. 


ft ,<kh 


iii Waste 


Rum 


I 


i 


i- 


V 




1M.| 


(432 i j 


(si mm.) 
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PLATE F7777— "ADAPTO" 



Plate F7777 : Comprising Shanks' F6341 white fireclay bath, the " Adapto " ; F6339 \» (19 mm.) combined fitting with 
top inlet, supply pipes to floor, \\ f/ (38 mm.) standing waste and overflow, brass trap. Not including soap dish and hand rail. 
Fittings chromium- plated. 

Plate F7778 : '" Adapto " bath all as above but with outlet through bottom of bath. 





i 








%=-T\ 



Length 

excluding 

Fittings 

5' 8* 
(1727 mm.) 

6' 2* 
(1880 mm.) 



— Outside Sizes 

Length 

including Fittings 

H".(38 mm.) Z" (51 mm.) 

Waste Waste 

6' 3" f %" 

(1905 mm.) (1969 mm.) 



r 



Inside Sizes 



6' 9* 
7 mm.) 



(2121 mm.) 



Width 

2* 8* 

(813 mm.) 

2' sr 

(813 mm.) 




Heig 
from Floor 

v W 

(559 mm.) 

V 10" 
(559 mm,) 



Length 

5' 0" 
(1524 mm.) 

5' 6" 

(1676 mm.) 



Wid Lh 

r r 

(610 mm.) 

2'tr 

(610 mm.) 



EXTRAS 



1* (25 mrm) supplies, 2" (51 
F5111 white Vitreous China 



■i ill-. 



.) waste and trap, 
soap dish and hand mil, for building into wall 





Depth 
at Waste 

V 8" 
(508 miii) 

V 8" 
(508 mm.) 




The " Adapto n bath is finished on both sides and one end so that it may be fitted into any of the positions shown 




PLATE F7778 
Bottom outlet. 
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PLATE F7779— "STANDARD 



» ' 



Plate F7779 : Comprising Shanks' F2677 white fireclay bath, the "Standard"; F6346 %" (19 mm.) combined fitting with 
top inlet, supply pipes to or, .1 .> ' (38 mm.) standing waste and overflow, brass trap. Fittings chromium-plated. 






i- 



Plate F7780 : Dicto, bur with F2683 combined fitting, compri 
supply pipes to floor, 1 \* (38 mm .) s Handing waste and o\ erflow, 
chromi um- p la t&d . 



ising Y (19 mm.) 
brass trap. 



taps, 

ings 






H' 















i\ 



i ! 






r 



Length 

excluding 

Fitting 

5' 8' J 

(1727 mm.) 



— — — -Oi iSit>i ; 

LJldlu till ■ 

2 51mm. 
Waste 



Insidil Slzes-= 






U I -•ii.m j 

v r , s | , : 

i KM 



yy 'A' 
(19(15 "' . 



6' 5 



2 

- : : a J 



Depth 

2' :U" 
(fiSfl mm ) 



Length 
5 0* 

ii52~4 femj 



Width 

r io" 

f5S® mm.) 



Depth 
a-l Waste 

r 8" 

(508- mm ) 



C188!3 usm,} ,(2{&7 8u& (213J rnm^ . -i mm,] (698 mm.. 



M' W V 10" i' 8" 

(1676 mm.) (559 mm.) (5uB mm.) 



EXTRA 

(25 mm.) supplies 2* (51 mm.) waste and trap. 




PLATE F7780 
With taps over roll of fcaftt 
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F4034 

F4034 : Shanks' chromium - 
plated screw - down pillar 
tap, with jam nut, coupling 
nut and tail for lead. 



Sizes— §" (1 9 mm.) 1 " (25 mm.) 



F7549 

F7549 : Shanks* chromium- 
plated screw - down pillar 
tap, with jam nut, coupling 
nut and tail for lead. 

Size — f" (19 mm.) 



Muinkv 

F7239 

F7239 : Shanks' chromium - 
plated screw-down ({ Stylus ,? 
pillar tap, with jam nut, 
coupling nut and tail for 
lead . 

Sixes— f (19 mm.) t* (25 mm.) 





F4032 : 

screw- 
1 ea d i 



SI tanks. 

F4032 



Shanks' chromium-plated 
m globe tap, with tail for 




F7823 

F7823 : Shanks' chromium-plated 
screw-down globe tap, with tail for 



Sizes— I* (19 mm.) 1 



i ti i 



mm.) 



Size— f (19 mm.) 




NOTE affecting all excepting globe taps. 






Unless otherwise ordered, taps 
supplied with coupling nuts and 
for lead, as Fig. 1. 



are 
tails 




FIG.4 



.1 



^— ^ 




STAHOABP 
IKON P\Pk 

THR(AO{ 



If for light copper pipe, coupling nuts 
and tails are omitted, as Fig. 2, 



FIG. 2 




STftNOAftO 
1AOM Pl'PI 
THflFAOi 



FIG, 5 




FIG.3 



If for heavy copper or iron, tails are 
bossed and screwed female for iron pipe, 
as Fig. 3. 

NOTE. — Inside diameter of copper pipe, gauge 
and number of threads per inch, must be 
given when ordering. 




FIG.6 



F7822 

F7822 : Shanks* chromium- 
plated inclined screw-down 
pillar tap, with jam nut, 
coupling nut and tail for 
lead. 

Size— J" (19 mm.) 




F4027 

F4027 : Shank's chromium-plated 
screw- down tap, with wall flange, 
inlet clear of wall, coupling nut and 
tail for lead. 

Sizes— f" (19 mm.) 1" (25 ram J 



NOTE affecting globe taps only. 

Unless otherwise ordered, bent tails 
for lead pipe as Fig. 4 are supplied. 



If for light copper pipe, tails, are screwed 
male iron thread, as Fig. 5.. 



If for heavy copper or iron, tails are 
bossed and screwed female for iron pipe, 
as Fig, 6. 

.\OTE. — Inside diameter of copper pipe, gauge 
and number of threads per inch, must bt 
given it'hen ordering. 



., 






! 



>l 



I 
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F7558 



F7558 : Shan chromium- 

m! d 
comprising (19nin 
inclined taps and discharge 
nuzz 




F7807 

F7807 : inks' c] miom- 

, . . > I 

j]»- if with 

It ! 



VJ 






< 













hdnrnks 











F7743 



F7806 



F7743 : Shanks' chromium-plated combined supply fitting and hand spray for baths, 
comprising %* (19 mm,) taps, discharge nozzle, hand spray with flexible metallic 
tubing, divider with indicator handle to hand spray and discharge nozzle. 

F7806 : Shanks' chromium-plated combined supply fitting and hand spray for baths, 
as above but " Stylus " design. 







SHC NG COMBINED FITTING 
" STYLUS " DESIGN 



F7808 : SI hromium-plated combined plunge and 

npr ing (19 mm.) taps, discharge 
r with indicator handle to bath and shower ; 
■ : -ii". »rm and <v | I 52 mm.) dia. shower. 






F7809 






hromium-plated combined plunge and 
as abq ui " Stylus " design, 



wtr 



4' & (1372 -mm.) 
94* (2.41-min.J 




7744 : ^*" ' mum -plated combined plunge and 

(19 mm.) taps, discharge 

■ itfc indicator handle to bath and shower ; 

ipe shower arm and shower j curtain rail 

with cross raierpi \ curtain, curtain rings, chain 

and wall book. 

7810 : Shanks 1 chromium -plated combined plunge and 
shower fitting si above but Stylus " design. 



F7608 



II ! .... , 

'-' ' ■■ -j wall Lo • >: ©f -[. u. r 

to\ i tatil 









5 •■ (1676 Dam.) 

I J B* 457 m j 







F7744 
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F7598— Section 



F7598 




F7598 : Shanks' Combination Plunge and Shower Bath 
I -.comprising \" (19 mm.) "Stylus" taps for hot 
and cold water to bath, inlet nozzle, f" (19 mm.) '"- Stylus }> 
taps for hot and cold water to shower, connecting pipes, 
shower arm, 6" (152 mm.) dia. brass shower, 1£" (38 mm.) 
standing waste and overflow with waste knob, brass trap. 
Chromium- 




EXTRA 

1" (25 mm.) taps to bath, 2" (51 nam.) waste and trap. 








5? 



SIhijiI 



o 




F7908 



F7908^Section 



F7908 : Shanks' Combination Plunge and Shower Bath 
Fittings, comprising f" (19 mm.) 14 Stylus M taps for hot 
and cold water to bath, inlet nozzle, £" (19 mm.) ■* Duplex yi 
mixing fitting, (i Stylus 5> design, for cold and tepid water 
only to shower, connecting pipes, shower arm, 6" (152 mm.) 
dia. brass shower, \\" (38 mm.) standing waste and overflow 
with waste knob, brass trap. Chromium-plated. 

EXTRA 

I" (25 mm.) taps to bath, 2" (51 nun.') waste ami tmp. 





F7596 : Shanks' Combination Bath 
Fittings, comprising f" (19 mm.) hot 
and cold " Stylus }i taps, inlet nozzle, 
\\" (38 mm.) standing waste and over- 
flow with waste knob, brass trap. 
Chromium-plated . 

EXTRA 

1* (25 mm.) taps, 2" (51 mm.) waste and trap. 






MllllllvN 



F7596 



Fittings shown are for building into pipe chase in 
partition wall, and are adjustable for fixing to partition 
up to 11" (32 mm.) thick. If partition is in excess of 
this size, exact thickness of partition should be stated. 

Taps can be re-washered from inside bathroom. 




F7596 -Section 
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Thdniriilks 
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1 



Shanks 










M winks 




F79C i *! 



F7906 



F7907 



F7907— Section 



F7906 
I 









i i 






i 












nd She . et I h 

. ■ ■- . :,- .1 and 

ol I flft'mc 

ahi iver c miieci u 
: 1 jhowej 

i : 



<:TRA 






F7907 : Shanks' Combination Plunge and Shower Bath 
Fittings, comprising J" (19 mm.) Ik Stylus " taps for hot 
and cold -water to bath, inlet nozzle over rim of bath, f" 
1 L9 mm.) M Duplex '* mixing fitting, " Stylus 1S design, for 
cold and tepid water only to shower, connecting pipes, 
shower arm, 6" (152 mm.) dia. brass shower, 1-i" 
(38 mm.) combined plug and chain waste and overflow, 
brass trap. Chromium-plated. 

EXTRA 

l" (25 mm.) taps to bath, 2* (51 mm.) waste and trap; 




hi 




a* 



F7602 



,k 



F7602 : Shanks' Combination Bath 

, comprising V (18 mm.) hoc 

and -Id Stylus " taps, inlet nozzle 

r run of bath, H* | J8 mm.) com- 

led plug and chain waste and o\er- 

br trap. Chromium-plated. 






EXTRA 



i are fur building into pipe chase in 
Lrtition J] nd are adjustable for fixing to partition 

4* I 2 mm.) thick If partition is in excess ol 

1 thickness of partition should be stated. 

I'; can be re-washerad bxm inside bathroom. 




F7602— Section 



30 





idnmiAS 
















Minnk 



F7599— Section 



F7599 



F7599 : Shanks' Combination Plunge and Shower Hath 
Fittings, comprising I" (19 mm.) taps for hot and cold 
water to bath, inlet nozzle, f" (19 mm.) taps for hot and 
cold water to shower, connecting pipes, shower arm, 
W (152 mm.) dia. brass shower, I.}" (3S mm.) standing 
waste and overflow with waste knob, brass trap. Chromium- 
plated, 

EXTRA 

1" (25 mm.) taps to bath, T (51 ram.) waste and trap. 









Shm.k 




F7909 



F7909 Section 



F7909 : Shank-" Combination Plunge md Shower Bath 
Fittings, comprising F (19 mm.) tops for hat and cold 

water to bath, inlet nozzle, ]" ( I v ) mm.) M Duplex " mixin 

fitting for cold and tepid water onh to ahower, connecting 

pipes, shower arm, '■> ' (IS2 mm.l dia. bi I shower, 
i I ' (38 mm,) -iiindiny waste and overflow with waste knol- 

brass trip. Chromium- plated, 

EXTRA 
1* (25 mm > Up6 to luth, "1" (51 mm | iuid trap, 




F7597 : Shanks' Combination Bath 
Fittings, comprising }" (1^ mm.) hot 
and cold taps, inlet nozzle, I •! ' ( 18 mm.) 

standing waste and overflow witfc 

waste knob, brass trap. Chromium- 
plated. 

EXTRA 
i [25 mm.) taps, T {5=1 miw,) wra tod ti 






Minnlv 



F7597 



Fittings shown an- tor building into pipe chfl bi 
partition wall, and are adjustable for fixing I partition 
up to Ij" (32 nun) tluck. If partition is in excess ol 
this size, exact thickness of partition should l>r>t.atn] 

Taps can be re-wa^hcred fn-m inside bathroom 




F7597 Section 



* x 











I 








51 



*mm 







§Ih(nimik§ 



. — ^— 



. . 














r 



i& 







* 



i 






I ii mk 



■ '10 eel 



F7910 



F7910 : i i Pli . . nd Sh« Bath 

I- , - i i ips f( - lioi ' cold 

bath, 4 I I l * mm.) 
ting pipe 
shower, 1 

. i ' ■ i in ' md o erflc 



■ 



EXTRA 








Jl 



Shank 




F7911 



F7911— Section 






l i 



F7911 : Shanks' Combination Plunge and Shower Bath 
I utings, comprising J" ( 19 nun.) taps for hot and cold 
water to bath, inlet nozzle over rim of bath, f" (19 mm.) 
Duplex " mixing String for cold and tepid water only to 
shower, connecting pipes, shower arm, 6" (152 mm.) dia. 
i )\ ,..,$ shower, 1 \" [38 mm,) combined plug and chain waste 
nd overflow, brass trap. Chromium-plated, 

EXTRA 

J" (25 mm. j taps to bath, 2" (51 run. ) waste and trap. 



•/* 




, 




■ 



F7603 : Shanks' Combi nation Bath 

., comprising |* (19 mm.) hoi 

nd cold taps, inlet nozzle over rim of 

ith. lj" (38 mm.) combined plug 

and ■ i »;iin waste and overflow, brass 

p. Chromium-plated. 

EXTRA 

|'25 mm tap - [51 mm ) waste anil trap. 



F7603 



uir, shown are for building into pipe chase m 

arj m wall, and are adju-tabk lur fixing to partition 
up to \{ 82 ram,} thick If partition is in excess of 
this i ihickn« -- of partition should be stated. 

raps can be rev -hered from inside bathroom. 




F7603 Section 



o2 





LMMfeS 
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F6490 

F6490 : Shanks' Ij£ (38 mm.) 
combined waste and \\" (32 mm.) 
overflow, with rubber* plug and 
brass chain, waste and overflow 
gratings and chain chromium - 
plated, remainder unpolished. Not 
including trap. 

EXTRAS 

Al I c ■ h ro r n hiia -plated. 

K4755 1§* (38mm.) brass trap, seal f (22 mm.) 
N:7S5 IV '(3-8 mm.) brass trap, sealli'' 
(38 ram.) 




"NSPECTiON 
EYE 



CONNECTING 

ROD 



F7934 



Pop-up waste operating through 

partition wall. 




F6491 

F6491 : Shanks' 2" (51 mm.) com- 
bined waste and If* (38 mm.) 
overflow, with rubber plug and 
brass chain, waste and overflow 
gratings and chain chromium- 
plated, remainder unpolished. 
including trap. 

EXTRAS 



A 1 1 c h ro m i u m- plated. 

F792U 2" (51 mm.) brass trap, seal I" (22 mm.) 
F7920 2" (51 mm.) brass trap, seal II" 
mm.) 




INSPECTION 
E^E 



CONNECTING 
ROD 

F7935 



Pop-up waste operating through riiu 

of bath. 



F7934 : Shanks 1 T (51 mm.) pop-up waste for operating through 
partition wall, and F4509 1£" (38 mm.) overflow; waste knob and 
chain; 2* (51 mm.) trap with inspection eye and overflow connection. 
Exposed fittings chromium-plated. 

Trap seal \\* (38 rain.) 

F793S : Ditto, ditto, for operating through rim of bath. 



***'«" • 




F6045 

F6045 : Shanks' 2" (5 1 mm.) 
combined standing waste and over- 
flow for fixing through roll pf hath, 
outlet grating and waste knob 
chromium-plated. Not indmiiv, • 
trap , 



EXTRAS 

F792H 2" (51 nam,) bra<s trap, seal I" (22 nun | 
F792U 2" (51 mm.) bray, trap, iC .if I! 

(38 mm.) 




F7934 

This shows a new design of pop-up 
waste which may be supplied for 
operating through rim of bath or 
through partition wall, see >etnons. 










<•» 





N 



-Inspection eye and connecting rod on trap are made inten-ha.i^.ible in order that trap mitM may be liirncd XO right m left bond ;i> tcsired 




m 
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F4508--WASTE 
F4509 OVERFLOW 


















PLA"! 

PI <E 



Pk ne F78! 




tacaimlks 




S|i<jnk 



s 




S|.|<ink' 



F4511 -OVERFLOW 

F4S08 : Shanks' waste 

rh ru] bef plug, brass 

chain, 5 ' -upline? 

nut and I ' r lead, 

• -miu'u-| >] at< . v i j, 

i ni.).2 (S3 mm I 

hum i 

F4509 : Shanks' overflow 
with 'I for lead, chfom* 
ium-pli ted. 

.J miii.i 

irp . - 1 

F4511 : Si oyer How 

ih J3m nui, coupling 
nui and tail for lead, 
chromium-plated!. 

i . _ i.) 



PLATE F6486 

Plate F6486 : Comprising 
F45U8 IV (38 mm.) plug and 
chain waste, chromium- plated ; 
F4755 IT (38 mm.) unpolished 
brass trap with cleaning eye at 

side. 

Tlapseaa ..... If (22 mm.) 

EXTRA 

Trap willr li " (38 nini.j se;il. 








PLATE F7874 

Plate F7874 : Comprising F3B?& I j" 
- mm.) plu^ and chain waste, chromium- 

platcd; 1 :s7h )\ (32 mm.) unpolished 

p with cleaning eyes at sides ; F/S7/ 
, mm.) overflow, chromium-plated. 

'J' Ji" {38 mil- ,i 









ITl 



ir. 

I 



rl 



"J 






i 'lino 



fun 






• 




I'. 









Plate F7832 u s \ ytVC but 

Crtp in u 






; 



1 i tin i 



PLATE F6439 

!< g fcap* should r* lined where there 

a difficult; in providing venf pipes. 

Plate F6489 : Compi ling F43D8 plug and 
ch n waste, chromium -pLatcd . F5239 r 
trap in gbm enamelled iron ; cleaning 

at sides; coupling nut and tail for lead. 



<TRA to *1it*t F71U and F7632 

*» 1<m cot. 



ll 



t r 

2| l 

EXTRA 

Trap ;ii , . t ,.., 



2 il BN&J 

2j ''-i u 





Shciiikv 



PLATE F7836 

Plate F7836 : Comprising 
F450S U" (38 mm.) plug and 
chain waste, chromium-plated ; 
F7918 If* (38 mm.) unpolished 
brass trap with cleaning eye and 
overflow connection at sides. 



sea) 



V (2- -rniti i 



EXTRA 

Trap willi 1 1* ($8 mm.) seal. 





Jii-'.-i showing 
over Sow c^ninieictton 




Sliunkv 



PLATE F6488 
Plate F6488 : Comprising 

F4508 plug and chain waste, 
chromium -pJ a led ; F4465 trap 
l glass enamelled iron ; cleaning 
exes at sides ; coupling nut arid 
tail for lead. 



: 



IT (36 nun i 2" (Si torn 

l" (22 Jinn i I" (22 fiim.) 



Plats F7831 : All as above, but 
with F7920 T (51 mm.) trap m 



r- 



J* [22 BUB.) 



EXTRAS to Plate* F6488 and F7e31 

trap . FJ' (38 nim.) leal. 
J rap wiib overflow • <<-nnec-iioj.. 



54 






■ m 




i 



\ 







\ 



[BLANK PAGE] 




CCA 



MTERNATIQNAL 







a? s 

— < en 



^"3 






< 
> 

3 




a 




CO 







>o 






50 





s 



o 






I 




















• 




1 1 1 



I 






et 



1 






[BLANK PAGE] 




CCA 



IN ^FRNATIONAl 






I 1 



r - I ■ I 



* 



1_T- 




LI 



' 












': 









■ 






- 






^>t> ■! » • t 



H9 



. 










BIDETS 



& 



S I T Z BATHS 



» 






sL 



3 





SHOWERS, BIDETS & 
SITZ BATHS SEC )N 

ENERAL C/ 



LIST 



^ I 



805 



I 









8 



I 



I 



(A 

1 = 

5 H 
CO 

on 

a 



x 







[BLANK PAGE] 



! 




CCA 






INTFRNATIONAl 



1 ' 






I 









* . 







J kl 



















NUM 


E RICA 


it INDEX- 


SHOWER 


SECTION 










Page 










Page 








Page 


239 


Combined Fitting 


... 63 


6502 


Mixing Fitting 


• t « 


• • •• 


59 


7848 


Shower Bath 


• • • 


55 


673 


Sitz Bath Pedestal 


... 68 


6505 


Outlet ... 


it • 


* * • 


55 


7849 


M 19 - * • 


• * a 


55 


1123 


Waste .... 


... 67 


6507 


Curtain Rail 


■ i i 


• ■ • 


58 


7850 


Combined Fitting 


• a -t 


55 


2661 


Needle Bath 


... 59 


6508 


Receiver 


# * * 


• ■ * 


55 


7851 


Shower ... 


■ ■ • 


62 


2694 


Sitz Bath 


... 68 


6509 


>> 


• » ■ 


■ ft » 


58 


7852 


Screen 


a * * 


55 


3095 


tt i > »•••» 


68 


7113 


Shower ... 


* .* ■ 


■ • | 


62 


7853 


Shower Bath 


• ■ a 


56 


3098 


Bidet 


... 65 


7114 


It • t 1 


ft * 


a • | 


62 


7854 


• i ii • • • 


* » - 


56 


4477 


Supply Pipe 


63 


7116 


Shower Fitting 


• • • 


• • » 


62 


7855 


Combined Fitting 


a) a a 


56 


4478 


Connecting Pipe 


63 


7128 


ii ij 


* # * 


■ I p 


61 


7856 


Receiver 


a • a 


56 


5040 


Bidet 


... 66 


7129 


»? ?> 


■ ■ * 


■ • • 


60 


7857 


Screen 


a . a 


56 


5314 


Mixing Fitting ... 


... 63 


7131 


Shower ... 




•-» - 


62 


7858 


Shower Bath 


i i a 


58 


5321 


Stop-cock 


... 63 


7217 


Bidet 


■ ■ ■ 


■ * * 


65 


7859 


Screen 


• * » 


58 


5634 


Trap 


... 67 


7329 


>> 


* ■ • 


. • * 


65 


7860 


Spray Bath 


• • 


58 


5635 


ji « ■•• a a # 


... 67 


7330 


»i ... 


■ at 


a • * 


65 


7861 


Needle Bath 


1 1 a 


59 


6427 


I ap ... ... 


... 67 


7331 


Mixing Fitting 


t • • 


• • • 


65 


7862 


Shower Fitting ... 


»• • a 


60 


6428 


1 rap ... ... 


... 67 


7332 


Waste ... 


S '■"■ 


■ • » 


65 


7863 


Combined Fitting 


a ■ • 


60 


6429 


Bidet 


66 


7443 


Bidet 


4 • I 


a a a 


67 


7864 


Shower Fitting 


• « • 


60 


6430 


Mixing Fitting ... 


... 65 


7444 


»» 


* a • 


• a • 


67 


7865 


M M • - • 


III 


61 


6431 


Waste and Overflow 


... 65 


7472 


M ■*• 


■ h « 


a- ■ ■ 


65 


7866 


t» »if 


• • * 


61 


6432 


Bidet 


... 65 


7478 


II *•'• 


■ i m 


• ■ ■ 


65 


7867 


Shower ... 


I • • 


62 


6435 


1 1 • * • • ■ ■ 


... 65 


7751 


Mixing Fitting 


III 


. . . 


63 


7868 


Shower Fitting ... 


a a • 


62 


6436 


Sitz Bath 


... 68 


7781 


Combined Fitti 


"g 


»)• ■ 


63 


7869 


ii ii ■ • * 


| . . 


62 


6437 


Mixing Fitting ... 


... 68 


7782 


Mixing Fitting 


- . . 


ill 


63 


7870 


Shower and Spray 


Bath 


57 


6438 


Waste and Overflow 


68 


7784 


• 1 it 


» • • 


. ■ a 


63 


7871 


Combined Fitting 


• . . 


57 


6439 


Sitz Bath 


68 


7844 


Bidet 


* * a 


m a • 


66 


7872 


Screen 


a a ■ 


57 


6440 


Mixing Fitting , .. 


68 


7845 


, , ... 


• f> * 


• • 4 


66 


7873 


Shower Bath 


• 1 t 


57 


6441 


Waste and Overflow 


... 68 


7846 


Tap 


» « « 


• - . 


66 


8410 


Combined Bidet-Foot Bath 66A 


6500 


Mixing Fitting ... 


... 59 


7847 


Trap 


» •> • 


* | * 


67 


8411 


if t * 


»• 


66 A 














IN DEX 


TO 


TRADE NAMES 






Page 




" Aptus " Bidet ... 


■ ■* ••■ «■•* 


... 66 


" Hylo " Combined Fitting 


" Argos " Bidet ... 


■ » ■ ... ■ • r 

■ 


... 67 


M Standard M Bidet 


° Coral " Bidet 


a » a at* * • • 


... 65 


" Stylus " Combined Fitting 


41 Duplex M Mixing Fitting 


. . * a » a ? • ■ 


63 


11 Stylus " Shower 


*' Eureka " Mixing Fitting 


59 


65, 66. 68 


** Stylus " Tap 



• • fj 



. . . 



• • * 






< . . 






• a a 









Page 
60 

65. 66 

55. 57, 63 

62 

66 



. . . 



I 



^ a»« 

IS 





i 



I 




I 



i: 




i 



[BLANK PAGE] 




CCA 






IN? t MN ATlOWAl 










PLATE F7849 




. 



SHOWING SUPPLY FITTING 
BUILT IN TO WALL 



PLATE F7848 



The receiver is made to build-in where it comes against 
wall, which should be lined with tiles or other impervious 
wall .material. 
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Plate F7843 : Shanks' Showsr Bath comprising F785Q £" (19 mm,) "Stylus'* combined fitting for_bui!ding into wall ; 
F7851 6" (152 mm.) dia. " Stylus " shower; F6508 receiver in white porcelain enamelled iron; F6505 2" (51 mm.) brass 
outlet, coupling nut and tail ; F7852 brass framework, side screen and door in glass. Fittings chromium-plated. 

Plate F7849 : Shanks' Shower Bath as above, but with curtain rings and waterproof curtain. Fittings chromium-plated. 




Approximate Sizes 



M ©igfrft fe©M- ®&m Qmm®%M£lh0j$g;MQwm .... -,- - •■ 

Height from inside of receiver to lowest point of shower 

Height from inside of receiver to centre of supply fitting 4' 0" (1219 

Receiver overall : V\idth 2' JlJppSj mm). Projection W Hf (908 nun.). Depth 7" (178 



T ¥ (2235 mm.) 
6' 6* (1981 mm.) 
4' 0" (1219 mm.) 

mm. i 



EXTRA 




Left hand corner 
position. 



2" (51 mm.) brass trap. 



Right hand corner 
position . 
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PLATE F7.854 




«fc.-.U 




SHOWING SUPPLY FITTING CONTROLLED 
PROM INSIDE COMPARTMENT 



PLATE F7853 



The receiver is made to build-fa where it comes against 
wall, which should be lined with tiles or other irn -pervious 
wall material. 



. 




F7113 6" (152 mm.) dia. shower ; 
nut and tail : F7857 brass frame- 






Plate F7854 : 



Shanks' Shower Bath, as above, but with curtain rings and waterproof 



curtain. Fittings chromium-plated. 



Approximate Sizes 
>i«:iyht from fl.-y»r rtvferall, including shower 

Herght from in*jd.> of receiver Lo (ace of shnwer 

Hdf hi ,i inside of r© elver to centre of supply fiftlgg 

RW tfVfet cMttaS] : Width 3' 1 1* (952 mm.)- Projection |> J ] ; 

EXTRA 

2" {SI mm.) brass trap. 



•-■ 



■ m .- 



. - - - 






I I 



T 9" (2362 mm.) 

T 3" (2210 mm.) 

4' 0" (1219 mm.) 

a.). Depth 1" (178 mm.) 
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SB! WW S W? Sh0W6r and •»» Bath ' comprising 
F7871 | (19 mm.) " Stylus * combined fitting with divider to 

shower and spray, supply pipes to floor ; F7851 6" (152 mm.) 
dia. Stylus " shower with connecting pipe, 4 spray tubes; 

F7856 receiver in white porcelain 
enamelled iron ; F6505 2" (51 mm.) 
brass outlet, coupling nut and tail ; 
F7872 brass framework, two 
plate glass screens, curtain rings 
and waterproof curtain. Fittings 
urn- 



T T (2210 mux.) 






SHOWING SUPPLY FITTINGS WITH 
DIVIDER TO SPRAY AND SHOWER 



Weight from floor o vera 1 1 , 
including shower 

Height from inside of 
receiver to lowest 
point of shower 

Heigh; from inside ol 
receiver to centre of 
supply fitting 

Receiver overall 
Width 
Projection 
Depth 

EXTRA 

2" (51 mm.) bra^s trap. 






■ - 



■■ 
ft. 



6' 6" (1981 ram.) 

4' (I'"' (1210 rum.) 
3' U" (952 mm.) 

t n : r (908 mm.) 

1" (178 mm.) 



Receivers are made 
to build-in where 
they come against 
wall, which should 
be lined with tiles 
or other impervious 
wall material. 



PLATE F7870 

Plate F7873 : Shanks' Shower Bath, comprising F7782 
f" (19 mm.) " Duplex " mixing fitting, " Stylus "*" design ; 
F7851 6" (1 52 mm.) dia, " Stylus H shower with connecting pipe ; 
F6508 receiver in white porcelain enamelled iron ; F6505 2" 
(51 mm.) brass outlet, coupling nut and 
tail ; curtain rail, rings and waterproof 
curtain. Fittings chromium-plated. 



i 



Height from floor over-all', in 
eluding shower 




t from inside of receiver to 
lowest point of shower 




ht from inside of receiver to 
centre of supply fitting 

Receiver overall- 
Width 

•■"• -.-< teat, 

Projection 

■'th 




• • ■ * 



■ i • 



7" 4" (2235 mm.) 
6' 6" (1981 mm.) 
4 '0" (1219 mm.) 



T 1 1 1- (908 mm.) 

2' 11|* (908 mm.) 

T (178 mm.) 








, 



Left hand corner 
position. 



EXTRA 

T (51 mm.) brass trap. 





Right hand corner 
position; 



PLATE F7873 
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Plate F7B58 : Shanks' She 
Y (19 mm.) combined fitting; F7113 6" (152 mm.) dia. 
shower ; F6509 receiver in white porcelain enamelled 
Iron ; F6505 2" (51 mm.) brass outlet, coupling nut and 
tail/ F7859 brass framework with adjustable jamb, glass 
Fittings chromium-plated. 

Door is made with frame to fit into adjustable 
jamb to ensure a close fit when wall is slightly 
off the plumb. 



Height from floor overall, including shower .... 

Height from inside of receiver to lowest point of 
shower 

Height from inside of receiver to centre of supply 
fitting 

Receiver overall — 

Width 
Projection 



. • 






.... 






T 4" (2235 mm.) 
6' 6" {imi mm.) 
4' 0" (1219 mm.) 

T 10" (864 mm.) 

2' 11|" (908 mm.) 

T (178 mm.) 



EXTRA 

J' {51 mm.) brass t; 



The receivers ;i;e made 
to build-in where they 
conic against wall, which 
should be lined with tiles 
or other impervious wall 
material. 



. 



PLATE F7858 



Plate F7860: , mprising p 53H 

_ f,tJ ' ""^ nn, L ; j J spray tubes ; 

l< •' ' • radatii enamelled Lrog ; F8505 

outlet, coupling nut and tail: F6507 
cwtM nd waterproof curtain. Fmings 






H 



roimum-p 



Vi 

h 






4' 0* 11219 nm 

[8&4 mm.) 

Ii| ■ - am , 
8 oka.-] 



EXTRA 

b 
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PLATE F7860 
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PLATE F7861 



Plate F7861 : Shanks' Needle Bath, comprising 5 uprights 
and 7 copper circumference tubes ; F7113 6" (152 mm.) dia. 
shower ; F6500 J:f (32 mm.) " Eureka * mixing fitting for 
hot and cold to spray and shower. Not including outlet grating. 
Chromium-plated . 



— * 



Height overall, including shower 
Height from floor to face of shower 

Internal diameter to spray ... 

Height from floor to top circumference Lube 
Width of opening at front 

EXTRAS 










, .. . 



• 






i .#* 



. r ■ 



T 8" (2337 mm.) 
T 3" (2210 mm.) 
t 9" (838 ram.) 
4' 10" (1473 mm.) 

1' 10" (559 mm.) 



Chromi urn -plated outlet g rating 
3" (76 mm.) brass trap. 



i 



Plate F2661 : Shanks' Needle 
and 5 copper circumference tubes ; 
bined mixing fitting for hot and 
outlet grating. Chromium-plated . 

Internal diameter of spray -.- 

Height from floor to top eircurnferenre tube 

Width of opening at front .... 



, comprising 3 uprights 
F6502 V (25 mm.) com- 
to spray. 





. . - 



. , . . 



.-... 



r 9" (838 mm.) 
4' 10'" (1473 mm.) 
1 J 10" (559 mm J 



EXTRAS 

Chromium ^plated outlet grating 
3" (76 mm.) brass trap. 




PLATE F2661 
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Sinks' Patent « HYLO « is a new form of combined fitting with regulating device recom- 
^Tntd ^Z there i. a considerable difference between the pressures of the hot and cold 
water. 

Wben properlv r dated after it is installed it wdl prevent, within certain limits, the cold 
It r be ng forced ,nto the hot or low p«~ur. *ML I* UW simphftes the manipulation 
If the taps to obtain the requ.red temper*-*,, owing to the volumes of hot and cold water 
passing through fitting being more easily balanced. 

The " HYLO » may be supplied in place of 1 m Combined Fitting specified throughout 
Shower Section, 
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PLATE F7862 



PLATE F7129 



Plate F7862 : Sh - -l l corapx tg F239 combined 

fitting F7113 ihc r. h com . Chrnmium-Dlated. 



' 'ii i 



i 



- 

'.n i 

"i U i : ' !, iv. 



(102 mm.) or <j" (] Sl> mm.) 

r (13 mm j .,ir f (19 mm.) 

%' T \m\ mm 

I' 6' (457 mm.. 



Plate F7129 : An v cr letting, comprising F239 

it -,ith arm and olTset connecting nine 
I luomi.i 









■ 



• i' * 



. 



H 






! 






r t« 



• pc 



4" ( 102 B l) or 6* i \S2 rani.) 

i" (13 mm.) or V (19 mtu.j 

., 2' (I 7b2 mm. i 

1 &* (305 mm.) 
. I' X (;<8J nun.) 



REGULATING 
&€VIC£ 




^ 



Shanks 



—"HYLO" FITTING 
{U.K. Patent) 




MJ55IK) 



EXTRA to Plat** F7862 and F7I29 
p7aM ' J place oi P299 combined fut; 

~PpTv^f"«Uw rFm.nK.co -.risin B F.S;*I4 » Duplex •' m.xing fitting; F71K* showe 

SWCa Ch^nl £T : CUm,n ^ W ' th Cr ° SS Sta >' S * ^ *«">" * waterproof cu 

AOWW AWMXIMATE SlJES 

Oj ltui _ *' (H>2 mm.) or «" (152 mm.) 

L» Ott from wall lo - 7 „ 3 J^W M, 

io (467 nun.) 



PLATE F7864 
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Shrinks * 



Shrink' 




PLATE F7865 



PLATE F7128 



Plate F786S : Shanks' Shower Fitting, comprising F5314 M Duplex !> mixin 
ing ; F71I3 shower, with connecting pipes. Chromium-plated. 



- • ■ ■ 



■ ■ " • 



Approximate Sizes 

Diameter of shower .... 

Size of supply fitting 

Height from centre of fitting to face of shower .... 

Distance from wall to centre of shower 



• »* * 



" . 



/' 



4* (102 mm.) or 6" (152 mm.) 
j" (13 mm.) or f (19 mm.) 
.... 3' 3" (991 mini.) 
1' 6" (457 mm.) 



■ > a. 



ft * • 



Plate F7128 : Shanks' Angle Shower Fitting, comprising F5314 " Duplex " mixing 
; F7113 shower with arm and offset connecting pipe. Chromium-plated, 




. .. . 



APPROXIMATE 

Diameter of shower .... 

Size of supply fitting 

Height from centre of fitting to lowest point of shower 

Centre of shower to centre of vertical pipe 

Distance from wall to centre of shower 



SES 



t« - t 



. .. . 






• » * * 



. - -, 



4" (102 mm.) or 6" (152 mm.) 

i" (13 mm.) or f (19 mm.) 

.... T W (762 mm.) 

r()"(305min.) 

V T (381 mm.) 



■ 
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Shanks 
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PLATE F7866 



t ■ 



Plate F7866 : Shanks' Angle Shower Fitting, comprising F5314 " Duplex ' mixing 
pipes; supply pipes to floor and floor flanges. Chromium-plated. 



fitting; F7113 shower with connecting 



Approximate Sixes 
Diameter of shower 
Size of supply fitting 

Height from floor to lowest point of shower 

Distance from wall to centre of shower 






4" (102 mm.) or 6" (152 mm.) 
i" (13 mm.) or |*(I9 mm ,') 

6' 6" (I-9RI mm.) 

vrmimm.) 
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F7113 
















F71 1 4 

F71H : ium-plati 

with ivd jo 

nun -1 fem.<U 

(19 MP- "I 

I I 

III 




Shanks 

F7851 
F7851 ; Shanks* chronimm-pl.iu u 

brass ,v Stylus " shower, inlei can 

met mn screwed female foe 
(19 mm.) iron. 

J)i,. ..i iacc - m i 

4' (in.' mm | 6 (1S2 Him ) 



.f 
4 



A 
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F7131 : -I h 



m plated 

• mm < tion 
for l* i I * nun I 
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F7869 
F7869 : Shanks 1 chramium-pUced 

brmi \v i\c-l i fitting, • om« 

iny iwcr, swisd ;«imi, Will 

I »Ji I I u • I 

J in-' 11.111 fl* I 









Mmnkt 



we 



17116 









,tw* >!>.,,. r i v d| hmu, wall 






n: 






F7116 : chromium ited shower timnu 

pi ig 17)1 <m : i«»*cr . wall na 

• • • ■ -n HHwcd malt- for J* (W mm.) iron. 
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F5314 

FS314 : Shanks* Chromium-plated " Duplex " Mixing 
Fitting, giving cold and tepid water only (not hot alone), 
with outside regulators on inlets to adjust the flow of either 
hot or cold water. 

Sizes r (13 mm.) f (19 mm.) 1" (25 ram,) 

F7782 : Shanks' Chromium-plated M Duplex " Mixing 
Fitting as above, but " Stylus " design. 

Sizes ¥' (13 mm.) £•'' (19 mm.) 1" (25 mm.) 

Note. — " Stylus " design has cover and handle similar to F775I. 



SHOWING "DUPLEX" MIXING 
FITTING BUILT INTO WALL 




Nl.rir.k. 



F7751 

F7751 : Shanks' Chromium-plated " Duplex " Mixing 
Fitting, for building into wall, " Stylus " design, giving 
cold and tepid water only (not hot alone), with outside 
regulators on inlets to adjust the flow of either hot or cold 
water. 

Sizes k" (13 rum.) J" (19 dim.) 1" (25 man.) 



F7784 : Shanks' Chromium-plated H Duplex " Mixing 
Fitting as above, but round plate, cover and handle similar 
to F5314. 

Sixes V [13 mm.) J" (19 mm.) 1" (25 mm,) 




Slicmks 





F239 : Shanks' Chromium-plated 
Combined Fitting for hot and cold 
water, with wall flanges. 

Sizes I" (|3 mm.) I" (19 mm.) 1" 25 (mm.) 



F7781 

F7781 : Shanks' Chromium-plated 
" Stylus " Combined Fitting, for 
hot and cold water, with wall flanges. 

Sizes r (13 mm.) |" (19 mm.) I" (25 mm.) 



F5321 

FS321 : Shanks' Chromium-plated 
Stop-cock, with wall flange. 

Sizes £" (13mm.) §" (19 mm.) 1" (25 mm. 





STANDARD 
IROM PHU 

THflfADS 




FIG 



FIG. 2 



FIG. 3 




N 



affecting all fittings excepting connecting pipe F4478 



Unless otherwise ordered, all fittings are supplied with coupling 
nuts and tails for lead, as Fig. 1. 



F4477 



F4478 



F4477 : Shanks' Chromium-plated Supply Pipe 
to floor, with floor flange, coupling nut and tail. 

Sizes ¥ (13 mm.) J" (19 mm.) 



F4478 : Shanks' Chromium-plated 
Connecting Pipe, with coupling nuts, 
(19 mm.). 



Vertical 
bore f" 



If for light copper pipe, coupling nuts and tails are omitted, 
as Fig. 2. 

If for heavy copper or iron, tails are bossed and screwed female 
for iron pipe, as Fig. 3, 

NOTE.— Inside diameter of copper pipe, gntige and number of threads per inch, 
tnusl be qiven when ordering. 
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THE 



BIDET 






This important sanitary appliance is too little known and often misunderstood. It is necessary to speak 
with perfect frankness in order to make its uses clear. Obviously it is a thing to sit on. The name " Bidet " 
is taken from the French, and in its original sense meant " a little horse." Obviously, also, it is a washing: 
essel, intended for the cleansing of those parts of the human anatomy exposed to the basin while in a 
sitting posture. It appears to hove originated in France — simply as an oblong basin fitted in a wooden 

stool which was portal nd to which water had to be carried ; and it is still largely used in that country. 

The later forms, as herein illustrated, are made with hot and cold water taps — and with and without ascending 

spray. 

In Latin America, ;.nd most Continental countries, a Bidet is regarded as an essential fixture in the bathroom. 
It ranks equal in importance to the W.C. 

It has two important functions: 

Fit • : It ensures perfect cleanliness of the excretory organs. Civilised humanity nowadays realises the 
need for — and the comfort of — personal cleanliness, and the use of a Bidet will contribute to this desirable 
end in a way that nothing else can. 

Secondly ; It b conducive to health, and is a sure preventive of irritation and ailments that are not un- 
rnrnmon in these i of the body. For example, it is not only a preventive of haemorrhoids (or piles), 

but is. in man caa i certain cure. 
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An eminent surgeon writes as follows : 

li As a Hospital Surgeon of more than 30 years 7 experience, 
embracing as that connection does much consulting practice, I 
have long felt the need of a means of conveniently flushing the 
perinaeum in various cases where this part of the body is in 
mi& way affected. 

Modern life leads to very variable conditions of the evacuations 

which render the excreta if not actually toxic, certainly very 

irritating to the surrounding skin: and when the use of paper, 

v reason of the friction inn>ived, only adds to the trouble. 

Piles, Pruritis {an insufferable itching especially at night and 
ausirtg sleeplessness), Eczema, Abscess, Fissure, Hounds by 
injury or operation are extremely frequent complaints. The 
a/ hi i fit inn of pain, and often the cure of these distressing 
conditions, is, I think, very efficiently met by one or other of 
your forms of bidet . 

/ feel thai no hospital, large or small {cottage), should be 
ithout one or more, as circumstances demanded, and many 
duelling-houses, of these special closet accessories'' 






There is a strange disinclination amongst British people to 
look at or discuss the uses of a Bidet — as if it were a kind 
of obscene ohject, unfit for a respectable home. It is time 
this attitude of mind were dismissed and a sane view 
adopted with regard to this appliance — which is really a 
part of domestic sanitary equipment, consistent with the 
highest civilisation. Men who use it experience a new 
e ot cleanliness — and for women its use cannot be 
over-estimated. 
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PLATE F7217 
PLATE F7329 



1" 



CORAL" 



SHOWING ROUND 
FORMATION FITTINGS 



J 



Plate F7217 : Comprising Shanks' I747S " Coral M Bidet, in white Vitrcou, China ; F733I 4" 
fitting, "Stylus" design, with indicator lor hot and cold to rim and ascending spraj ; F7332 
Fittings chromium-plated. 

Plate F7329 : All as above, but with F7330 " Coral M Bidet in white earthenware 

DEDUCTION 

] iti iiiv supplied in rotui'i fi i ma tioi 



(1 3 mm i Kurcku " m rig 

1 1* (32 mra I pop-un wast. 





27 V 



69ft MM 
Ban 







Plate F7472 : Comprising Shanks 1 F6432 Standard " Bid* 
in white Vitreous China ; i S430 J* ( 1 3 mm.) " Eureka M mucins 

fitting, with indicator tor hot and i to rim and ending spraj , 

F6431 l| (32 mm.) standing w e and rrfkmt Fittings 

chromium-plated. 

Plate F3098 : All as above, bur with F84 W " lard M Bidet 

m white nware. 



PLATE F7472 ) 
PLATE F3098 J 



STANDARD M 



EXTRAS to Bidets on th»t page 

l 5834 i \~ (32 nnn.) I i p aith « lei * eye, clmwnhiaB put- 
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Plan 




Section 



Plate F5040 : Comprising Shanks' F6429 Standard 
Bidet in white earthenware, with soap sinkings ; bMW 
V (13 mm.) "Eureka" mixing fitting with connecting 
pipes for hot and cold to rim and ascending spray I J*** 1 
\\" (32 mm.) standing waste and overflow. Sittings 
:hromium-plated . 









PLATE F5040— " STANDARD 



>l 









I 





24^2 



623m.m 
Plan 



A 
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Section 




PLATE F7844 -" APTUS *' 



SHOWING ROUND 
FORMATION FITTINGS 



Plate F7844 : I prising Shanks F7845 k " Aptu^ Bidet, in white Vitreous China with overflow; F7846 £" (13 mm.) 
Styl <r hot and Id to nm onh ; F7332 1 } (32 mm.) pnp-up waste. Fittings chromium-plated. 

DEDUCTION — Plate F7844 only 

Fit' ppliL-J in round formation. 






EXTRAS to Bidets on this page 
pipes to floor with I Hues, rhromium-plated. 

12 rinii brass " P" trap with cleaning eve, chromium-plated 
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PLATE F8410 



Plate F8410 : Comprising Shanks' F8411 Combined Bidet-Fool Bath, in white 

earthenware ; VtU'27 £" (13 mm.) separate taps lor hot and cold to rim onl\ ; 

P1123 1 1" (32 mm.) pluu and chain waste. Fittings chromium-plated. 









EXTRAS 

Suppij pi|»«'^ to ftoor with floor flang) • mhim plati I 

j- r^Hi i i |" (32 nun.) brass M P" trap with cleaning eye, chromium -pUti 
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PLATE F7443— "ARGOS " 



shtoulti 





U- 
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Plate F7443 : Comprising Shanks' F7444 " Argos " Bidet, in white 
earthenware; F6427 \" (13 mm.) separate taps for hot and cold to rim 
only ; Fl 123 1 \* (32 mm.) plug and chain waste. Fittings chromium-plated. 



EXTRAS 

Supply pipes to flooc with floor flanges, chromium pLited. 

F5634 \\" (32 mm.) brass " P" trap with cleaning eye, ckrooaiuto-platect. 



F5634 



slu ink' 




F5635 



Shanks' 1-j" (32 mm.) chromium- 
plated brass " W M traps for bidets ; — 

F5634 : With cleaning eye and outlet 
tail, seal J" (19 mm.). 

F5635 : With cleaning eye, outlet tail 
and vent connection, seal \" (19 mm.). 

F6428 : With cleaning eye, bent outlet 
tail with vent connection, seal \" 
(19 mm.). 

EXTRA to above traps 

Seal H" ('AS mm.) 

F7847 : With cleaning eye and outlet 
tail, seal 3" (76 mm.). 



ERRATUM 

I 7f>i7 trap is nnt supplied with • teaoiri 




F6428 




F7847 
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Plate F2694 : Comprising Shanks' F6436 Sitz Bath, 
in white fireclay; F6437 \" (13 mm.) "Eureka" 
mixing fitting to ascending spray, jet and back spray ; 
supply pipes to floor, with floor flanges; F6438 II* 
(38 mm.) standing waste and overflow. Fitting 
chromium-plated. 



Q\ i • vi- l Sizes 



Length 

Length including fitti | 
Back t'i front 
Height at front 
Height at back 



« 



■ 









2 T (787 nun.) 
2" (965 mm.) 
•2' 5" (737 mm.) 
1' 3" (381 mm.) 
I' II" (584 mm.) 




I 



PLATE F2694 




F673 



F673 : ghshks' Sitz Bath Pedestal, with teak top, and chromium-plated brass legs 




Plate F309S : Comprising Shanks' F6439 Sitz Bath, 
in white porcelain enamelled iron ; F6440 V (13 mm.) 
" Eureka " mixing fitting to ascending spray, jet and 
back spray ; supply pipes to floor, with floor flanges ; 
F6441 \\" (38 mm.) standing waste and overflow. 
Fittings chromium-plated. 



Overall Sizes 



Length 
Back to front 
Height at front 
Height at back 



■ • i 



... - 



.... 



2' 7£* (800 mm.) 
2' 3A" (698 mm.) 
V V (330*mm.) 
!'9" (533 mm.) 



EXTRA to Sitz Baths on this page 

Brass trap below floor. 



PLATE F3095 
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PLATE F7790 

Plate F7790 : Shanks' Marble-top Lavatory, comprising dished marble top, back and frieze; F6106 white Vitreous China 
basin, with overflow grating ; F1I23 \\" (38 mm.) plug and chain waste ; F7239 V (13 mm.) M Stylus " taps ; F7791 brass 
stand; F6978 30 /y x5"xf" (762 mm. X 127 mm.xlO mm.) plate glass shelf with brass brackets; F7237 soap and sponge 
holders with china dishes. Not including trap. Fittings chromium-plated. 



Marble top 
Marble back 
Basin inside 



Approximate Sizes 

.... 33* X 25* X 1 r (838 mm. x 635 mm. x 32 mm.) 
33" x J 8" x I" (838 mm. x 457 mm. x 19 mm.) 
20" x 15* (508 mm. x 381 mm 



t ■ i 



Supplied in. Blanc Clair, Dove, Arabescato, St. Amies, Grand Flarame and Black Marble. 

EXTRA 

F731 I \h" (38 mm.) ° Esco " M P " trap, chromium-plated. Not including wall flange. 

DEDUCTION 

F4034 taps in round formation instead of "Stylus." 






F6106 VITREOUS CHINA BASIN 
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Plate F782S 















PLATE F7325 



" blc top ck and frieze ; F610« white Vitreous China basin. 

I (13 mm.) 4 ' Stylus M taps; F7826 brass stand ; 

idf with brass brackets ; F7237 soap and sponge holders with 












' • mm, 835 mm 2* pnaj 

" <lfl 3* (7tS2 mm. 157 inn., x 19 n,m.i 

L'5" /Sms mm, < S | j Jin 
Grand Fl a mine and Black Marble. 

EXTRA 

1 J. I imiuJing wall flange. 

OEDUCTION 
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PLATE F7786 

Plate F7786 : Shanks' Marble-top Lavatory, comprising marble top and back; F6106 white Vitreous China basin, with 
overflow grating; F1123 1£" (38 mm.) plug and chain waste ; F7239 f (13 mm.) "Stylus" taps; F7787 brass stand; 
F7237 soap and sponge holders with china dishes. Not including trap. Fittings chromium-plated. 



Marble top 
iMarble back 
Basin Inside 



■ ■ ■ 



.... 



Approximate Sizes 

30" x 25" x 1" (762 mm. x 635 mm. x 25 mm. ) 

30" x 15" x I" (762 dud; X 381 mm. > 19 mm i 

20" x 15" (508 mm, x 381 mm.) 



Supplied in Blanc Clair, Dove, Arabescato, St. Amies, Grand Flamme and Black Marble. 

EXTRA 

F731 1 1£" (38 mm.) " Eseo " a P " trap, chromium-plated. Not including wall flange* 

DEDUCTION 

F4034 taps in round formation instead of <( Stylus ". 
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F6106 VITREOUS CHINA BASIN 
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Plate F7788 
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.ATE F7788 
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P and I k ; F451? white earthenware basin ; FUSS 
" taps ; P7975 brass stand with adjustable feet, uprights 
it di s. Not including trap Fittings chromiurn-plated. 

• i 

;• J BUD. -S59 mm. U nun.) 
ir |" '7*2 n K)5 run., y 19 mm.) 

I3|* (Wfi mm. x34;t mm.) 
! i la • and Bl Marble. 

EXTRA 

*ted .Vo/ including uall flangr. 



DEOUCTION 
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F550 sponge holder. 



PLATE F7890 

Plate F7890 : Shanks' Marble-top Lavatory, comprising dished marble top and back ; F2867 white earthenware basin ; 
F4034 \" (13 mm.) taps; F6969 \\" (32 mm.) pop-up waste; F6481 polished mahogany stand; F4399 27*XS*X|* 
(686 mm.X 127 mm.X 10 mm.) glass shelf with brass brackets ; F639 china soap dish with holder ; 
Not including trap. Fittings chromium-plated. 

Approximate Sizes 

30" X 25" X 4" (762 mm. x 635 mm. x32 mm.) 
30" X J 8" x r (762 mm. / 457 mm. A 19 mm.) 

20" > 14" (508 mm. x 356 mm.) 



Marble top 
Marble back 
Basin inside 



- - - ■ 



■ • * » 



• « 



Supplied in Blanc Clair, Dove, Arabescato, St. Amies, Grand Flam me and Black Marble, 

EXTRAS 

F7311 li" (32 mm.) " Esco " " P " trap chromium-plated. Not inducting wall flange. 
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Shank 




PLATE F7946 






Plate F7946 : -hank, Marbl 
ij* (32 mm.) plut>; and chain 



onprising marble top and sides ; F2867 white earthenware basin ; F1123 
1 3 mm,) taps ; wood stand in cellulose finish. Fittings chromium-plated. 



M 

i 

■ si 

- 

sin 



Approximate Sizes 
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24 9"X 
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• 



34" (864 mm.) 

26* (660 mm.) 

24' (610 mm.) 

1" (25 mm.) 

(610 mm. x229 mm. x 19 mm.) 
if X 13" (432 mm. x 330 mm.) 



>e supplied in Oak. Mahogany or Walnut. 
*s be supi I in Blanc Clair, Dove. Arabescato, St. Amies, Grand Flamme and Black Marble, 

EXTRA 

Oak, Mahogany or Walnut Stands with veneered doors. 
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PLATE F7947 



The supply and wast* fitting I sen I ball h i and colour i- u "Id supplies. 

Plate F7947 : Shanks' Cabinet Lavatory, comprising bla< \ itrolii and i I : ~ wh rthenwaic bain I 

| # (IS rnni.) combined tap* with serrated ball heads, single inlet n • in • irh I { • 12 mm ) pop -up waste , *!**> 

1*1 i « « « . • - _« a » . a • . II l i 1 l I 



snap dish and tumble! holder, with chromium- plated bra- In i 3 ; 

handles. Xot including tout! tails. I irtn 1 1 n -mium-plated 
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Shanks' highest grade 
sanitary appliances are 
made in Vitreous China 




Hwnmite 








O 









Vitreous 



China is a ware of superlative qualities. It is a 
development, and refinement, of a special heat and acid resisting, 
non-porous ware, manufactured by Shanks & Co. Ltd. durin 
the Great War for use in the production of chemicals. 

It is a pure white porcelain, similar in composition to de luxe 

Twice fired, at extreme temperature, it is of high 
and uniform density, and is vitrified throughout. ITS DEGREE 
OF VITRIFICATION IS 99%, THUS ENSURING NON- 



table ware. 



ABSORBENCY. 

to its density and weight IT POSSESSES UNUSUAL 
STRENGTH, and it is this feature, combined with non- 
absorbenc that gives it exceptional merit. 

■ 

The special character of the ware makes it possible to guarantee it 
absolutely against crazing. Experience, too, has shown that it will 
withstand extreme changes of temperature. Its impervious nature, 
also, renders it immune from the action of all common acids. 

\ltogether a ware that cannot be surpassed. 



i 
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PLATE F7940— " MODUS " 

(U.K. Registered Design) 



Plate F7941 : Comprising Shanks* F7943 "Modus " 
Lavatory, in white Vitreous China ; F7944 \" (13 mm.) 
combined taps with serrated hall heads, single inlet 
nozzle in combination with 1 \" (32 mm.) pop-up waste ; 
F7945 brass stand. Fittings chromium-plated. 

Approximate Sizes 

Overall Basin Inside 

30* x22" 22" x 1 3 J" 

(762 mm, X 559 mm.) (559 mm. x 343 mm.) 



The " Modus " Lavatory is a striking departure 
from orthodox design. 

The stepped formation of the back of the basin 
is not only original but practical and pleasing. 
Ample space is provided for toilet articles. 

The supply and waste fittings are entirely new 
in conception and possess a distinction 
peculiarly their own. The ball heads are 
serrated so that they may be easily gripped by 
the hands, and the supply nozzle is elevated 
to facilitate washing in running water. 

The style of the pedestal is an interesting change 
from normal practice and gives to the whole 
design a note of simplicity that is undeniably 
attractive. 



Plate F7940 : Comprising Shanks' F7942 " Modus " 
Pedestal Lavatory, in white Vitreous China; F7944 \" 
(13 mm.) combined taps with serrated ball heads, single 
inlet nozzle in combination with 1 .[-" (32 mm.) pop-up 
waste. Fittings chromium -plated. 

Approximate Sfzes 

Overall Basin Inside 

3()"x22" 22" x r$l* 

(762 mm. x559 mm.) (559 mm. x343 mm.) 




PLATE F7941— " MODUS 

{U.K. Registered Design) 
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Plate F7708: Comprising Shanks' " Catl ^4 6 a 

o5 J Tltow in white ' eous China; F-4 

ijiStt with i to - u 

?SI adjStable wail tta I cfai - *ed, 

^ppr< g Sixes 

Over,, i le 

• M " | 19 11? 



27" 

(686 ii . ' mm. j 

30 22* 

(762 mm. 59 mm.) 



... 
- 1 i 2 ' 

. nun 317 i) 




PLATE F7708— "CARLFORD 



tt 





SHOWING CHROMIUM-PLATED 
TOWEL RAIL FIXED TO BASIN 



ii 



Plate F8103 : Comprising Shanks' F7427 " Carlford 
Pedestal Lavatory, in white Vitreous China ; F72Jy 
i" (13 mm.) " Stylus n taps ■ F7479 I J* (32 mm.) pop-up 
waste; F7303 adjustable wall stays. Fittings chromium- 
plated. 

Approximate Sizes 
Overall Basin Inside 

24- ■■!»' i9 " x, i*r 

(61 i.i mm. 506 mm.) (-483 mm. X 292 mm.) 

27" yW 2rxl2K 

(686 mm. X 559 mm.) (533 mm. / 317 mm.) 



30" x 22" 
(762 mm. x 559 mm.) 



2f"Xl2|* 

(533 mm. x 317 mm.) 



PLATE F810S—" CARLFORD" 



EXTRA to Lavatories on this page 
Chromium plated towel rails for fixing to basin. 
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Plate F7840 : Comprising Shanks' F7427 " Carlford " 
Pedestal Lavatory, in white Vitreous China ; F4034 
V (13 mm.) taps ; F1123 ttf (32 mm.) plug and chain 
waste; F7303 adjustable wall stays. Fittings chromium- 
plated. 

Approximate Sizes 
Overall Basin Inside 

OA" y Of)" I Q" v I I l" 

(610 mm. X 508 mm.) (483 mm. x 292 mm.) 



27" x 22" 
(686 mm. x 559 mm.) 

30" x 22" 
(762 mm. x 559 mm.) 



21"xl2.i" 
(533 mm. x317 mm.) 

21" x 12.} 
(533 mm. X 317 mm.) 



EXTRA 

Chromium-olated towel rails for fixing to basin. 

(For illustration see page 78). 



PLATE F7840— "CARLFORD" 



Plate F7937: Comprising Shanks' F7938 " Neosan 5> 
Lavatory, in white Vitreous China ; F7239 \" (13 mm.) 
"Stylus" taps; F7479 \\" (32 mm.) pop-up waste; 
F7939 brass stand. Not including trap. Fittings 
chromium-plated. 

Approximate Sizes 

Overall Basin Inside 

27" x 22" 2 1 " x 12 V 

(686 mm. x 559 mm.) (533 mm. x 317 mm.) 



I '73 11 li" {32 mm.) 
including wall flange. 



it 



EXTRA 

Esco " " P M trap, chromium-plated 



.Xot 



DEDUCTIONS 

]'4().'t4 round formation taps instead of M Stylus." 

F1I23 I}* (32 mm.) plug and chain waste instead of pop-up waste. 




PLATE F7937— "NEOSAN" 
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Plate F7936 : Comprising Shanks* F7938 
" Neosan " Lavatory, in white Vitreous China ; 
F7239 V (13 mm.) " Stylus " taps ; ^F7479 
\i" (32 mm.) pop-up waste; F783S plain 
painted iron brackets. Not including trap. 
Fittings chromium-plated. 



Overall 

27" / 22* 
(H8H mm. • 559 mm.) 



Approximate Size? 

Basin Inside 

21* >M2i* 
(533 mm. /. 317 mm.) 



EXTRAS 

Brackets white porcelain enamelled. 
F7311 IF (32 mm.) il Esco " " P " trap, chromium 
plated. Not including wait flange, 

DEDUCTIONS 

F4034 round formation taps instead of " Stylus," 
F1123 \\" 132 mm.) plug and chain waste instead ol 
pop-up waste. 



■ 



PLATE F7936— " NEOSAN 






! 



Plate F4956 : C lprising nks> F5792 " P M 

Pedestal Lavato lite \ Chir F4034 

I* (13 n it 9 I waste 

F7 I ad wall stays. Fit. hromium-platc 



Plate F4997 : D but with 

1123 I | l mm.) plug md 
air ittin chrorniur 

plated . 




















PLATE F4997 

i Was 







PLATE F4956— "REX 
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Plate F7374 : Comprising Shanks* F7295 ik Roxul " Pedest 
Lavatory, in white Vitreous China; PA0S4 f (13 mm.) 
taps; Fl 123 1J" (32 mm.) plug and chain waste. Fitting 

chromium-plated. 



r. — 






Approximate Sizes 



Overall 



25* 18" 

(635 mi it- 4-S7 [liin.j 

27 IH" 

(686 Dim. 483 rum.) 



Basin Ins 
2UJ 11* 

521 mm. 279 nii 

IT I 1 

559 i urn. 292 mm*) 



EXTRA 

Chromium -plated towel rails For fixing 
i" basin and wall. 




PLATE F7374- " ROXUL 



I t 



FEATURES 

Commodious flat surface between 
accommodate toilet articles. 



taps to 



Taps spaced well apart 
user's way. 



to br out of 



Plate F7794 : Comprising Shanks' F7296 si Roxul " Lavatory, in 
white Vitreous China ; F4034 \" (13 mm.) taps ; FN23 I [ (32 mm.) 
plug and chain waste ; white vitrolite splash back with P6665 
bevelled edge mirror; F6612 tumbler ring; P6977 tooth brush 
holder; F6§78 glass shelf 24**xS ff j" (810 127 10 mm.) with 
brackets ; F7S70 brass stand, uprights $" (19 mm.) square. Not 
including trap. Fittings chromium-plated. 



Ai'proxima i e Sizes 



I >\« rail 
25* <if 

(635 nun. • 457 mm j 

27" W 
686 mm. ■ 483 mm | 



[.--hi [aside 

(521 uini. 27H nun.) 



22" 114" 
(559 aim. • 292 mm | 



Splash Ba< K 

36" 24'. , 
(914 mm 622 mm. 
■ 8 nun.) 

36" 264" ' h " 
(914 mm. 673 mm 

8 mm.) 



Mirror 

22" • JH" 
550 mm. I'"' mm | 

24 18 

10 tra. x 459 mm 



EXTRAS 

Uprights <>i stand r (25 mm.) square. 

Stand with ;ul|ii-.i.thlc jrrt. 

I 731 1 IJ* (32 mm.) *' EsCO " " P " trap, I hi-mmm plated 



\ | , J I ff.lt: 



Showing chrornium-pt.ue<J 

towel rail fixed to ba*m 

*n<i wall 




PLATE F7794 M ROXUL 
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FEATURES 

Commodious flat surface between taps 
to accommodate toilet articles. 

Taps spaced apart to be out of user's way. 



Plate F7803 : Comprising Shanks' F7296 " Roxul ,J Lava- 
tory, in white Vitreous China; F4034 \" (13 mm.) taps; 
F1I23 \\" (32 mm.) plug and chain waste ; F7571 brass stand, 
with adjustable feet, uprights \" (19 mm.) square. Not 
including trap. Fittings chromium -plated. 



Approximate Sizes 



Overall 

22" x 1 6" 
(559 mm. x 40 6 mm.) 

25" y. 1 8" 
(635 mm. x 457 mm.) 

27" x 1 9" 
(686 mm. x 483 mm.) 



Basin Inside 

1 8" x 9F 
(457 ram. x 248 mm.) 

aoj* xir 

521 mm. x 279 mm.) 

22* X 1 1 4 * 
(559 mm. x 292 mm.) 



EXTRA 

l "prights of stand I" (25 mm.) square. 

DEDUCTION 

Stand without adjustable feet. 



PLATE F7833— " ROXUL 






Plate F7837 : Compi ig Shai 

Roxu ! itory in 
Ch F4034 . i | 

\y 2 n plug 

pi linted r< 

inclu 









I 



r 
$£ mi • 









\ 






III 






. 



EXTRA 




PLATE F7837— " ROXUL 



ii 



EXTRA to Lavatories on this page 
P73H IV (32 r, i "Esoo . trap, chromium - plat. L A 'ot including wall flange. 
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PLATE F8249— "ORWOOD " 



Plate F8249 : Comprising Shanks' F8250 " Orwood " Lavatory, in white Vitreous 
China; F4034 \" (13 mm.) taps; PI 123 \\" (32 mm.) plug and chain waste; F6070 
painted iron brackets. Not including trap. Fittings chromium-plated. 



Approximate Sizks 

Overall Basin Inside 

22"xl6" I8"x9i" 

(558 mm.x406 min.) (457 mm. X.24J mm.) 

25"xl8" 20" x |()]'' 

(635 nun. x 457 mm.) (508 BXIQ.X273 nun.) 






EXTRAS 

Brackets while porcelain enamel led. 

F7311 l|" (32 mm.) " Esco " " P " trap, chromium-plated. 
flange. 



Not including wall 
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Plate F7796 : Comprising Shanks 1 F7801 " Ilford " 
Lavatory, in white Vitreous China; F7239 \" (13 mm) 
" Stylus " taps ; FI 123 1]" (32 mm.) plug and chain waste ; 
F7o71 brass stand with adjustable feet, uprights f" (19 mm.) 
square. Not including trap. Fittings chromium-plated. 

Approximate Sizes 



Overall 
22" x 16" 

(559 mm. x4()6 mm.) 

25" - 1 S" 
(635 mm. x457 mm.) 

27" x 19 1 " 
(686 mm. x 483 mm.) 

27"x21* 
(686 mm. x 533 mm.) 



Basin Inside 

15" •: 10" 
(381 mm. -254 mm.) 

16!" • Hi" 
(419 mm. 285 mm.) 

1 9" I 1 1 " 
(483 mm. x. 292 mm.) 

19" X 13$* 

(4S3 mm. < 343 mm.) 



EXTRA 

Uprights of stand 1" (25 mm.) square. 

DEDUCTION 

Stan. I without adjustable feet. 





!•* n 



PLATE F7796— "ILFORD M 






Plate F7476 : Comprising Shanks' F7182 
" Briton " Lavatory, in white Vitreous 
China ; F4034 |" (13 mm.) taps ; F1123 
\\" (32 mm.) plug and chain waste ; 
F6070 painted iron brackets. Not including 
trap. Fittings chromium-plated. 

Approximate Sizes 

Overall Basin Inside 

22"x!6" 18y xl Oi* 

(559 mm. x 406 mm.) (470 mm. x.260 mm.) 



25" x 1 8" 
(635 mm. x 4o7 mm.) 

27"xl9" 
(686 mm. x483 mm.) 



20r x 1 1 J" 

(521 mm. x 292 mm.) 

22" x 1 2 | " 
(559 mm. X317 mm.) 



EXTRA 

Brackets white porcelain enamelled 



Hate F7921 : Comprising Shanks' F7922 
" Briton " Lavatory, as above, but with 
F7475 painted concealed iron wall hangers 
and adjusting screws instead of brackets. 




EXTRA to Lavatories on this page 

F7311 1J" (32 mm.) " Esco " ,( P " trap, chromium-plated. Not 
including wall flange. 



PLATE F7476— "BRITON" 




PLATE F7921 

\ 'jew showing F7475 concealed wall hangers and 

adjusting screw. 
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PLATE F7881— "ARGOS 



» t 





SHOWING PLUG AND CHAIN WASTE 

Plate F7881 : Comprising Shanks' F74S9 
" Argos " Lavatory, in white Vitreous China ; 
F7470 ¥ (13 mm.) combined taps, with single 
inlet nozzle in combination with pop-up waste ; 
F6070 painted iron brackets. Not including 
trap. Fittings chromium-plated. 

Approximate Sizes 



Overall 

22"xl6" 
^>9 ram. 406 mm.) 

25" x 1 S" 

(635 mm. x 4o7 mm.) 

27*Xl9* 
(686 ram. x 483 mm.) 



Basin Inside 

18r x9}* 
(470 nun. x235 mm.) 

20r xlOJ" 
(521 mm. x 267 mm.) 

22* x 1 1 1* 
(559 mm. x292 mm.) 



EXTRA 

Brackets white porcelain enamelled. 

DEDUCTION 

F1123 U" (32 mm.) plug and chain waste. 

Plate F7923: Comprising Shanks* F7924 
" Argos tt Lavatory, as above, but with F7475 
painted concealed iron wall hangers and 
adjusting screws instead of brackets. 



Plate F7882 : Comprising >9 

" Argos " Lavatory, in white sous China ; 

F4034 V (13 mm.) taps ; / \" .). 

pop-up waste; F607Q painted iron br 
Notinclud jp. Fittings chromitim-r. 

Approximate 



Overall 

22"xtS y 
(55$ mm. -. 406 mm.) 

2V 

(635 mm. x-357 mr; . 

27"X19* 
(686 mm. x 483 mm.) 



L 
8 

(4: mm.) 

(521 mm. x i.) 

22" ;, 
59 mm. x ij 



EXTRA 

Brads por 



Plate F792S-. Comprising Shanks' F A 
u Argos " L atory, as above, but with F7475 
painted conceal::! iron wall hangers and 
adjusting screws ins of brackets. 





PLATES F7923 and F7925 
View showing F747^ concealed wall hangers and 

adjusting screw. 



PLATE F7882— "ARGOS 



ii 



EXTRAS to Lavatories on this page 

F7311 1|" (32 mm.) "Esco" "P* 1 trap, chromium-plated. 
Not including wall flange. 
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PLATE F7797 



Plate F7797 : i ng Shank* F7» \ngle U* 

in H'hi \ itrcoui Lhina ; f4i\ mn Un * 

4* pop- up waste ca cakd ira bra.*. 

Vol r« r«g frap. Fit *s chromium^plaied 



Plate 7798 : [> but 

with FII23 I) . 12 mm 
plug ami chain waste 




P. ATf 



t 
























Plate F7799 : Comprising .ink*' i 602 -.irulra 
l.avati in white Vitreous ( bins; I-4<i<4 (13 mm.) 
tups . Ft 123 I j i mm.) plug m chain waste I 783* 

acket* in p.iifi'id mm \*<f /•./. in% tr.if lutings 
i hrnmtum-pl ued. 
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PLATE F4497— "PLUTO" 

Plate F4497 : Comprising Shanks' F5412 " Pluto" Lavatory, in 
white Vitreous China ; F4034 V' (13 aim.) taps ; FS969 IF (32 mm.) 
pop-up waste; F5793 painted iron brackets as Fig. A. Not hiding 
trap. Fittings chromium- plated. 





A 1 1 1 < [MATJ 




0\ - 11 


1 ism li 


Height of Back 


2 .18" 
(508 rum. " • 


1 1 

, >6 | QJ | 


6" 
(152 ii .in.) 


2 • ■ W 
(610 mm, ■ 483 ram.) 


( 


(152 mm.) 


27' : •" 
, i i i.x50E ax.) 


1 

(•J. ra 


7" 
(17t iii.) 




Fig. A 
Showing bracket. 




EXTRAS 

Br trite p< • i aii name I. 

F73M l ! 2 ram ■ : d 



\ wall flange 



Fig. B 
Showing wall hanger. 

Note,— The " Pluto " lavatory may be supplied with 
•nceated iron wall hanger and bolts and adjusting 
screw, as Fig, B, instead of painted brackets, at same 
price. 




Plate F7902 : Comprising Shanks' F7903 " Acra 
Lavatory, in white Vitreous China; F4034 £" 3 mm.) 
taps; F1123 \\" (32 mm.) plug and chain waste; con- 
cealed iron wall hanger. Fittings chromium-plated. 



Approximate Sizes. 

Overall Basin Inside 

20* XT?" 16*x9r 

(508 mm. x 432 mm.) (406 mm. x241 mm.) 



Height of Back 

5* 
(127 mm.) 



EXTRAS 

I T (32 mm.) pop-up waste, chromium-plated, instead of plug and chain. 

F73I 1 li* (32 mm.) " Esco " " P " trap, chromium-plated. Not including 
wall flange. 



PLATE F7902— •■ACRA" 
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Plate F7738 : Comprising Shanks' F7739 " New Stylus " 
Pedestal Lavatory, in white earthenware ; F4G34 Y 
(13 mm.) taps; F1123 Ijf (32 mm.) plug and chain 
waste. Fittings chromium-plated. 



Approximate Sizes 



Overall 



22" X 1 6" 
(559 mm. x 406 mm.) 

25"xl8" 
(635 mm. x4>->7 mm.) 

27"xl9" 
(686 trim, \ 483 mm.) 



Basin Inside 

1 8" x 9" 
(457 mm, x 229 mm.) 

21" / 11" 
(533 mm. x 279 mm.) 

23" x 1 r 
(584 nim. x305 mm.) 



EXTRA 



Chromium -plated towel rails for fixing to basin and wall 
{For illustration see page 81.) 



PLATE F7738— "NEW STYLUS" 



FEATURES 

Raised shelf running full length of lavatory. 

Recess under shelf with space to accommodate 
soap, nail brush, etc. 

Taps placed in corners out of user's way. 



Plate F7880 : Comprising Shanks' F7741 rt New Stylus " Lavatory, in 
white earthenware; F4034 \" (13 mm.) taps; El 123 I£* (32 mm.) 
plug and chain waste ; F7306 glass mirror, with obscure etched sur- 
round ; F6573 stand in white porcelain enamelled iron. Not including 
trap. Fittings chromium-plated. 



Overall 

25" x 18" 
(635 mm. x 457 mm.) 

27" x 19" 
(686 mm. x 483 mm.) 



Approximate Sizes 

Basin Inside 

2l"xll" 
nam. x279 mm.) 

23" x 1 2" 
(584 mm. x305 mm.) 



Mirror 

36" x 24" 
(914 mm. X610 mm.) 

36"x24" 
(914 mm, X 610 mm.) 



EXTRA to Lavatories on this page 

F731 1 1£" (32 mm.) " Esco M " P " trap, chromium-plated. Not including wall flange 




PLATE F7880— M NEW STYLUS" 





3 o 
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PLATE F7811— "NEW STYLUS'* 



Plate F7811 : Comprising Shanks' F774I " New Stylus " 
Lavatory, in white earthenware ; F4034 \" (13 mm.) taps ; 
FH23 \\* (32 mm.) plug and chain waste; F7571 brass 
stand with adjustable feet, uprights f" (19 mm.) square. 
Not including trap. Fittings chromium-plated. 



Approximate Sizes 



Overall 



Basin Inside 



22" X 1 6" 
(559 mm. x406 mm.) 

25 18" 
(635 mm. X457 mm.) 

27" x 1 9" 
{6S6 mm. x 483 mm.) 



1 Q" v Q" 

(457 mm. >:229 mm.) 

2V xll" 
(533 mm. x279 mm.) 

23" X 1 2" 
(584 mm. x 305 mm.) 



EXTRA 

Uprights of stand 1" (25 mm.) square. 

DEDUCTION 

Stand without adjustable feet. 



FEATURES 



R ed shell running fail length of lavatory. 

,s under shelf with space to accommodate 
Lp, nail brush, etc. 

Taps plae i con s out of user's way. 



Plate F7740 : ( j 7741 

" New Stylus in wh then- 

ware ; F I [I in .) « l!l. I 

(32 mm.) pi- li I 6 70 

painted i on 

FiitiM i-p] d. 



-....- 



■ 



• t* 






406 i i 
25 

27 

(686 nin 



i 8 

i 157 nil' 

21' ii' 

:79 nun 

12 
05 mn 



EXTRA 

• 1 




PLATE F7740— "NEW STYLUS" 

EXTRA to Lavatories on this page 
H I J- (32 mm.) ' Esco '• " p '■ trap, chromium -plated. N& including wall flange. 
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Plate F7086 : Comprising Shanks 1 F7<>37 "Trevor' 4 
Pedestal Lavatory, in white earthenware; F4034 .'. " 
(13 mm.) taps; F 1 1 23 1J" (32 mm.) plug and chain 
waste. Fittings chromium-plated. 

Approximate Sizes 






PLATE F7086— "TREVOR" 



FEATURES 

Commodious flat surface between taps to 
accommodate toilet articles. 

Taps spaced well apart to be out of user's way. 



Plate F7795 : Comprising Shanks' F6519 " Trevor " Lavatory, in 

white earthenware ; F4034 \" (13 mm.) taps ; F1123 I]" (32 mm.) 
plug and chain waste ; F7793 mirror ; F6978 glass shelf 24*. 5* 
(610x127x10 mm.) with brackets; F7572 brass stand, uprights 
|" ( 1 9 mm.) diameter. Not including trap. Fittings chromium-plated 



Overall 

25" 18" 
635 nun, • 457 mm.) 

27* x 19" 
(686 mm. ■ 483 mm ) 



Approximate Sizes 
Basin Inside 

2i" i'>r 

(533 mm. 273 mm.) 

2i>r i ir 

(571 mm. 292 mm.) 
EXTRAS 

Uprights of stand I" (25 mm.] diameter 
Stand with adjustable feet. 



Mirror 

36* 24* 
(914 mm. X610 mm.) 

36 J 24" 
(914 mm. • 61 o mm.) 



Overall 

22" X 1 6" 
(559 mm. 406 mm.) 

25" I N" 
(635 mm. 4 57 mm ) 

27" , I 9" 
(686 mm. 483 mm.) 



Basin Inside 

_ IS' &i 
{4 5; dud. x 235 mm.) 

21 LOI - 

(533 mm. 273 mm.) 

22 V" -IM' 

(571 mm. • 292 mi 



EXTRA 



Towel rails for fixing to basin and wall 
(For illustration page 81 ) 




PLATE F7795 "TREVOR 



t • 



EXTRAS to Lavatories on this page 

'* D " type overflow. (For illustration see f?agt 90J 

Chromium Hat, I hinged grating covering " D " Ijfpe overflow. [For illustration U$ t 

F7311 1J* (32 mm.) " Bsco " "P" trap, chromium ed. N<* mending wall flan**. 
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PLATE F7812— "TP.EVO" 






Plate F7812 : Comprising Shanks* F6519 "Trevor" 
Lavatory, in white earthenware ; F4034 1" (13 mm.) taps ; 
F1123 \\ rf (32 mm.) plug and chain waste; F7573 brass 
stand with adjustable feet, uprights f" (19 mm.) diameter. 
Not including trap. Fittings chromium-plated. 



Approximate Sizes 



Overa 1 1 



22" x 1 6" 

1 559 mm. X 400 mm.) 

25*X18* 
(635 mm. X457 mm.) 

27" Kl9" 
(686 mm. x 483 mm.) 



Basin Inside 

18"x9i" 
(457 nim.x23o mm.) 



2rxl0|* 
mm. x273 mm.) 



22r x 1 1 1" 

(571 mm. • 292 mm.) 



EXTRA 

Uprights of stand \" (25 mm.) diameter 

DEDUCTION 

Stand without adjustable feet 



FEATURES 



(in ous flal surface between taps to accom 
m ale let i tides, 

Tap- paced 11 apart to be out of user's way. 






Plate F7878 : Comprising nks' 

" Trevor " Lavatory in u_- ■ enware 

F40:^ (13 mm.) tap ; 

plug and chain e ; 8 \ 

brackets. Not / 

chromiu d 



d n 



Apr 

, 

21*x] 

(635 rr 

(571 






EXTRA 

I 



• 







Showing "D' type overflow 
with hinged grating 




PLATE F7878— "TREVOR" 



" P M type wk i &©w. 



EXTRAS to Lavatories on this page 



Chron Li-plated hinged grating covering " D M type 
F7311 1 i : mm.) ■• l.sco M " P " trap, chromium -p' 



overflow, 
plated. Not including wall flange, 



I 



yu 




PLATE F7879— "BALGRAY" 



Plate F7541 : Comprising Shanks' F7542 
" Balgray *' Lavatory, in white earthen- 
ware ; F4034 f" (13 mm.) taps; FI123 
l$* (32 mm.) plug and chain waste; 
FCO70 painted iron brackets. Not in- 
cluding trap. Fittings chromium -plated. 

Approximate Sizes 



Overall 

24" x 20" 
(610 mm. x 508 mm.) 



Basin Inside 

19f"xlir 
(501 mm. X298 mm.) 



EXTRA 

Brackets white porcelain enamelled. 



SQucenk 




Plate F7879 : 

white ear 
ug and 

brass stand with adjustable feet, uprights f" (19 mm.) diameter. Not 
including trap. Fittings chromium-plated. 





Overall 

24" x20" 
mm. X 508 mm,) 



Approximate Sizes 

Basin Inside 

1 9#" x 1 1 %" 
(501 mm. x 298 mm.) 



Splash Back 

2Sk"x 16" x •;," 
(S97 mm. x 406 mm. x 8 mm | 



EXTRAS 

Uprights of stand 1" (25 mm.) diameter. 

F6665 bevelled edge mirror, 24"x IS" (610 mm. x 457 mm.) 

DEDUCTION 

Stand without adjustable feet. 



AiiipU' spjuv for 

soap, linisht's, anil 

full six e -I sponge 



(If'TICr-MIS 

width nf h!u41' 





PLATE F7541— M BALGRAY ' 



EXTRA to Lavatories on this page 

F7311 U" (32 mm.) " Esco " " P " trap, chromium-plated. Not including wall flange. 




.' 
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FEATURES 

Raised shelf. 

Recesses under shelf with space to 

accommodate soap, nail brush, etc 

Combined taps with single inlet nozzle 
to facilitate washing in running water. 



Plate F7408 : Comprising Shanks' F7322 " Marwood n 
Pedestal Lavatory, in white earthenware ; F7362 £* 
(13 mm.) combined "Stylus" taps with single inlet 
nozzle; F7363 I J' (32 mm.) pop-up waste. Fittings 
iromium-plated . 



Approximate Sizes 



Overall 



-IS' > 18* 
i5 mm. X457 mm.) 

27'xl9- 
(686 mm. X 483 mm.) 



Basin Inside 



2i*xir 

(533 mm. x 279 mm.) 

23"xl2* 
(584 mm. x 305 mm.) 



PLATE F7408— " MARWOOD 



• ■ 



Plate F7&13 : >m\ 



I od " 



i 
- 

I 
painted 






! 



inpc cY 









(#S5 zum 






■■ . 



IfcUi 



4Ck> 

111 1 



EXTRA 



EN T*-T 






in 



m<! 



, ,. 













PLATE F781 3— M MARWOOD" 




htmimlk 












FEATURES 

Commodious flat surface, for toilet articles, 
running between conveniently placed soap 
sinkings. 

Taps placed in corners out of user's way* 



Plate F8137 : Comprising Shanks 1 F8138 " Kilda 

Pedestal Lavatory, in white earthenware ; F4034 i" 

(13 mm.) taps; 81123 If" (32 mm.) plug and chain 
waste. Fittings chromium-plated. 

Approximate Sizes 

Overall Basin Inside 

24"x20" J8f Xlir 

(610 mm. x 508 mm.) (470 rub. x 292 EDS.) 



27" -21" 
(686 mm. x 533 mm.) 



(533 mm. 317 mm.) 










«P * 




PLATE F8137-" KILDA M 




Plate F8139 : Comprising Shanks' F8140 
" Kilda " Lavatory, in white earthenware ; 
F4034 r (13 mm.) 'taps ; FI 123 \\" (32 mm .) 
plug and chain waste ; F6070 painted iron 
brackets. Not including trap. Fittings 
chromium- plated. 

Approximate Sixes 

Overall Basin Inside 

24 w x2<r 18J" xlli" 

(C51 mm. x 508 mm.) (470 mm. X 292 mm.) 



27" x21" 
(686 mm. X 533 mm.) 



2I"xl2r 
(533 mm. X317 mm.) 



EXTRAS 

Brackets white porcelain enamelled. 

F73U 1J" (32 mm.) " Esco " " P " trap, 

chromium -pi a ted. Not including wall flange. 




s 



PLATE T81 39— "KILDA M 
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PLATE F7317— "TASMAN" 



Plate F6407 : Ccanprismg Shanks' F6042 "Ails*" 
Pcde tal Lavatory, in white earthenware; F4034 
( 1 3 mm.) taps ; FI 123 1 [ ' (32 mm.) plug and chain waste-. 

I mini's chromium-plated. 



Approximate Si/ 



i i t'i -M 



Basin Inside 



I- 

539 liilii 4i Mi Mini 

25 ir 

135 iiiin 157 mm.) 

■17" \<r 

m86 mm 183 mm,) 

27- -r 

!bs*^ nun 533 mm ) 



19" ir 

;^;l mm. 279 mm 
21" 12|* 

(533 inui. • 317 iiirn 

(594 mm 34 I mm 

zar* is" 

(584 mm "*8I mo 



EXTRAS 



D" ' /erflow. If or illustration see pan* vl.) 

Ctaoml plated hinged grating eoveritog " L> " type overflow 

{/ • >• illustration see pug< vm 



FEATURES 

Commodious flat surface, for toilet article 
running between two conveniently placed 

soap sinkings. 

Taps placed in corner position well out of 
the user's way. 



Plate F7317 : Comprising Shanks' F7318 "Ttanan 

Pedestal Lavatory, in win earthenware; »U 

(13 mm.) taps; F1123 I J (32 mm.) plug and di 

waste; F7303 brass adjustable wall su Fitting 

chromium-plated. 



VPPROXIMATE *n|'! 



< >\.T.lll 



h.isin iii-i«i- 



'J! 
'•In mm. S<)8 mm.) 

2 1 ' 

•: mm. »33 ran 



18 ! i f 
1 170 mm Sfl 

■ mm 117 tt 




PLATE F6407 AILSA 
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PLATE F7540— "AILSA 





T 



SHOWING HINGED GRATING 
COVERING "D" TYPE OVERFLOW 



Plate F7540 : Comprising Shanks' F5088 
" Ailsa w Lavatorv, in white earthenware ; 
F4034 J" (13 mm.) taps; F1123 1J" 
(32 mm.) plug and chain waste ; F6070 
painted iron brackets. Not including trap. 
Fittings chromium-plated. 

Approximate Sizes 



Overall 

(508 mm. 406 mm.) 

22*xl6" 
55§ mm. > 4<*6 mm.) 

25" 1 8* 

(635 mm, 457 mrn.i 

27" x 1 9" 
(686 mm. 483 mm.) 

27"x21" 
(686 ram..* 533 mm.) 



Basin Inside 

(400 mm. X 241 mm 

1-9" x IT 
(483 mm. v 279 mm.) 

2rxl2|" 
(533 mm. / 317 mm.) 

23" x 134" 
(584 mm. 343 mm.) 

23" x 1 5" 
(584 mm.x 381 mm.) 



i 

I 



Plate. F7818 
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PLATE F7818— "AILSA*' 



EXTRAS to Lavatories on this page 

pe overflow. I ■ dud tng ^ C l«" (508 mm. > 406 

" " :: ;: • , •" , -"•- J '■■'■- vexuij • D" type irerfiM 
J7 n ] i *«> imp. ... D , 



mm.) size. 



um-j-Uiad. rg aa// /Fang 
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Ifocmroks 











PLATE F7804— "APTUS " 



Plate F7517 : Comprising Shanks' F7518 
" Aptus " Lavatory, in white earthenware ; 
F4034 £" (13 mm.) taps ; Fl 123 I J" (32 mm.) 
plug and chain waste ; F6070 painted iron 
brackets. Not including trap. Fittings 
'"iromium-plated. 



A I' PRO XI MATE SlZES 



Oviril! 

2 I i 3* 

MM mm. 457 mm,j 

27" - 20* 
886 mm • 508 mm | 

30 \>2" 
1 702 mm / 559 mm.) 



Basin Inside 

(476 mm. x 210 mm.) 

21$*XtCP 
(546 mm. x 254 mm.) 

24 J" X 12" 
(629 mm. > 3(15 mm.) 



Length 
along Sides 

17" 
(432 mm.) 

19" 
(483 mm.) 

21 r 

(540 mm.) 



EXTRAS 

Brackets white porcelain enamelled. 

F731I J£" (32 mm.) " Esco " '« P " trap, chromium- 
plated, Not including wail flange. 



FEATURES 

More economical in space than the ordinary 
straight front lavatory. 

Designed to give the largest size of bowl 
possible within the overall dimensions. 



Plate F7804 : Comprising Shanks' F7805 " Aptus " 
Pedestal Lavatory, in white earthenware; F4034 I' 
(13 mm.) taps; F1123 \\" (32 mm.) plug and chain 
waste. Fittings chromium-plated. 



Overall 

27" x 20" 
(686 mm, x 508 mm.) 

30" x 22" 
(762 mm. x559 mm.) 



Approximate Sizes 

Basin Inside 

21,^X10" 
(546 miit. x254 mm.) 

24 f'x 12* 
(629 mm. x 305 ram.) 



Length along Sides 

19" 
(483 mm.) 

211* 

(540 iiini.) 




PLATE F7517— "APTUS" 
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c* 






— o 




2 








95 










o3 






SlhoiriLks 















■ -. 



rm 












... i 


















Plate F7819 : Compn>ine. SI u K5059 single tap 

Lax lavatory, m white earthenware; I *4 

,13 , 11: . , ■ , | 1123 l. (32 rnmj plug tnd 

chain VNll I-'Hu7U painted iron brackets. Sol 

including trap. I ittinp chromium-pl.iu -J. 
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PLATI f 78?0 LAVA" 
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Plate F7821 n* Shank*' I 
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PLATE F7814— "WALTON " 



Plate F7814 : Comprising lanla i 7434 Walton 

I ^ v ,i tor -", with anti-spl h rim, in white eai nwarc 
F7470 I (13 mm), combined taps, with ii 

nozzle in combination with pop-up 
painted nun brackets. W mclm ;' ft 

ehroniium-pjated. 

\IPR«.i » Sill 






H 

IMC" I U 



EXTRA 

■ i tc p 


















Plate F7842 : Comprising Shanks' F7690 Angle Lavatory, 

in white earthenware; F4U.14 1 (U nun.) taps , FH23 II 

(32 mm.) plug and chain waste. Not including trap. Fittings 

' hromium- plated. 



API'K.iMVlAll N/HS 



1 ' • ..ill 


U.iMii Inside 


. Sid! 


i i 521 mm ) 




(381 DUE 




PLATE F7842 



EXTRA to Lavatories on this paf« 
F3II ||* (32 BUD I " P ' P. r,ir " l * N< * imtim ^ tm t **U H*ng( 
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Plate F7815 : Comprising Shanks' F7689 Narrow 
Pattern Lavatory, in white earthenware ; F4034 V 
(13 mm.) taps; "F1123 \\" (32 mm.) plug and chain 
waste. Not including trap. Fittings chromium-plated. 

Approximate Sizes 



Overall 

26" x 14" 
(660 mm. x 356 mm.) 



Basin Inside 
(419 mm. X 267 mm.) 



\ 



» 



I 



1 



' 







PLATE F7815 



Plate F?51f 

: 



Narro 
, ; 1 34 J 

rid chain 
ium-plated. 









. 
















PLATE F7519 



i »r 



EXTRA to Lavatories on thtt page 
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Plate F7949 : Comprising Shanks' F6519 " Trevor " 
Lavatory, in white earthenware, with wood stand in 
cellulose finish, chromium-plated door handles ; F4034 
V (13 mm.) taps; F1123 t&* (32 mm.) plug and chain 
waste ; white Vitrolite splash back, 16" (406 mm.) high X 



uV" (8 mm.) thick. Not including tozvel rails 
chromium-plated. 



Fittings 



Approximate Overall Sizes of Basin 

W'XW 25"xI8" 27^x19" 

(559 mm. x 406 mm.) (635 mm. x 457 mm.) (686 mm. x 483 mm.) 

Stand in Oak, Mahogany or Walnut. 

EXTRAS 

Doors veneered. 

Chromium-plated towel rails at sides of wood stand. 






bhcjnfcs 



PLATE F7949— "TREVOR" 



Plate F7950 : Comprising Shanks 1 F6519 "Trevor" 
Lavatory, in white earthenware, with wood stand in 
cellulose finish, chromium-plated door handles ; F4034 
V (13 mm.) taps; F1123 1£* (32 mm.) plug and chain 
waster; white Vitrolite splash back 16" (406 mm.) highx 
iV (8 mm.) thick. Not including towel rails. Fittings 
chromium-plated . 

Approximate Overall Sizes of Basin 

WxW 25"xl8" 27"xl9" 

(»59 mm., x 406 mm.) (635 mm. x 457 mm.) (686 mm. x 483 mm.) 



Stand in Oak, Mahogany or Walnut. 

EXTRAS 

Doors veneered. 

Ch minium -plated towel rails at sides of wood stand. 




PLATE F7950— "TREVOR 



? > 



99 























e 



on 










i* 








a 












jhcniraiks 




Plate F8051 s Comprising Shanks' F7883 "Gnat" Laval 

ht white fireclay ; F4i»:i4 i (13 mm.) taps ; FU23 
1 plug and i ii.im watte \ white I itrolitc splash back 

tan uprights J 19 mm ) square. Jvof incta 

i ittings chromiiaa-platcd. 









.11 Siws 




] Inside 


Spl k 




til - ir 

(546 mil' l"<- tun 


■ it I 


•241' M. 
{* Uli 401 


EXTRAS 
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F4034 



F7549 



F7239 



F7953 



F4034 : Shanks' \« 

(13 mm.) chromium- 
plated screw-down tap, 
with jam nut, coupling 
nut and tail for lead. 



F7549 : Shanks' \" 

(13 mm.) chromium- 
plated screw-down tap, 
with jam nut, coupling 
nut and tail for lead. 



F7239 : Shanks' \" 

(13 mm.) chromium- 
plated screw - down 
i4 Stylus " tap, with jam 
nut, coupling nut and 
tail for lead. 



F7953 : Shanks 1 \* 

( 1 3 mm .) ch rom i um - 
plated screw - down 

i( Stylus " tap, with special 
head, jam nut, coupling 
nut and tail lor lead. 






F5640 



F5640 : Shanks' tf 
(13 mm.) chromium- 
plated self-closing non- 
concussive tap, with jam 
nut, coupling nut and 
tail for lead. 





F5633 



F5633 : Shanks' V 
(13 mm.) chromium- 
plated self-closing non- 
concussive tap, with jam 
nut, coupling nut and 
tail for lead. 




•m,.m.l. 



F7951 



F7951 : Shanks' \ n 
(13 mm.) chromium- 
plated self-closing non- 
concussive tap, with jam 
nut, coupling nut and 
tail for lead. 




F7952 



F7952 : Shanks' |* 

(13 mm,) chromium- 
plated self-closing non- 
concussive Cap, with jam 
nut, coupling nut and 
tail for lead. 




STANDARD 

-a— mo* PIPI 

IHHIAD1 



FI6.2 




FIG. I 



FIG.3 



Unless otherwise ordered, taps are supplied with coupling 
nuts and tails for lead, as Fig. I. 

If for light copper pipe, coupling nuts and tails are 
omitted, as Fig. 2. 

If for heavy copper or iron, tails are bossed and screwed 
female for iron pipe, as Fig. 3. 

NOTE.— Inside diameter of copper pipe, gauge and number of threads 
per in- h, must be given when oroering. 
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F2790 



F7955 



F2790 : Shanks* Chromium-plated 
Shampoo Fitting, comprising F239 
i* (13 mm.) combined hot and cold 
taps, rubber tube, hand spray and wall 
hook. 



F7955 : Shanks' Chromium-plated 
Shampoo Fitting, comprising F7781 
combined hot and cold f Stylus " taps, 
rubber tube, hand spray and wall hook. 





F7956 

F7956 : Shanks' Chromium-plated 
Shampoo Fitting, comprising \" 
(13 mm.) combined hot and cold taps, 
swan neck with shower rose. 



F5729 

F5729 : Shanks' Chromium-plated 
Shampoo Fitting, comprising f" 
(10 mm.) "Duplex" mixing valve, 
with outside regulating devices, rubber 
tube, hand spray and wall hook. 



22 
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F8061 

F8061 : Shanks' 
(13 nun,) chromium- 
plated Regulator Tap, 
with black handli up- 
line nuts »r lead. 



F8062 

F8062 : Shanks' V 
( 1 3 mm .) chromi urn- 
plated Regulator Tap, 
lor operating with screw 
driver, coupling nuts and 
til lor lead. 



! 




•i W 




M.onk, 



F8063 

F8063 : Shanks' \" 
(13 mm.) chromium- 
plated Regulator Tap, 
with black handle, wall 
flange, coupling nuts and 
tail for lead. 



F8064 



F8064 : Shanks' \" 
(13 mm.) chromium- 
plated Regulator Tap, 
for operating with screw 
driver, wall flange, coup- 
ling nuts and tail for lead. 








F8067 

FB067 : Shanks' \" 

(13 mm.) chromium- 
plated Supply Pipe, with 
wall flange, coupling nut 
and tail for lead. 



i 



SI 



Kinks 



FB065 . inks* 

rl ,; mm.) chromium- 

R < P. 

h black ndlc, 

flange, cou | ^r 

tail for lead. 



F8066 

F8066 : Shroks 1 £" 

(1 : mm.) chromium- 
plated Regulator Tap, 
for operating with screw 
driver, floor flange, coup- 
ling nuts and tail for lead. 



F4568 

F4568 : Shanks' £" 

(13 mm.) chromium- 
plated Supply Pipe, with 
floor flange, coupling nut 
and tail for lead. 
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F1123 

Ft 123 : Shanks* Chromium-plated 
Waste, with rubber plug, brass 
chain, jam nut, coupling nut and 
tail for lead. 



F7357 

F7357 : Shanks' Trapped Waste, com- 
prising chromium-plated waste with 
rubber plug and brass chain, unpolished 
brass trap* 



F6590 



F6590 ; Shanks' Chromium-plated 
Careless " Waste, with jam nut, 
coupling nut and tail for lead. 



Sizes 



IT (32 mm.) lj" (38 mm.) 



Sizes 
Seal 



li" (32 mm.) 
•J" (22 mm.) 



1 i" (38 mm.) 
I" (22 mm.) 



- . . 



I{" (32 umi.) 11" (38 mm.) 




>li(lllkv 




Shorties 



F6969 

F6969 : Shanks' Chromium-plated 1£" (32 mm.) pop-up 
Waste, with jam nut, coupling nut and tail for lead. 

F7479 : Ditto, with " Stylus " design waste knob and 
flange. 



F1558 



F1558 : Shanks' Chromium-plated " S " Trap, with 
cleaning eye, vent connection, down pipe and floor flange. 



Sizes 
Seal 



- ...» 



4" (32 mm.) 
H" (38 mm.) 



11* (38 mm.) 
U" (3S mm.) 



DEDUCTION 

Without vent connection. 
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F7311 





Shanks 

F7892 



F7311 : Sha' nium- 

plated brass Esco " u P ' 
Trap ' ' ' mm.) seal, 

with detachable cleaning cui 
inlet screwed female for iron, 
coupling nut and outlet tail 
for lead. 

1 «" 12 on ) 1( mm.) 



F7892 : Shanks' chromium- 
plated brass 4< Esco " " P" 
trap, U" (38 mm.) seal, 
with detachable cleaning cup, 
\v screwed female for iron, 
1 y nut and outlet tail 
for lead and vent connection. 

Si/es— 1{ (32 mm.) U" (38 mm.) 




F7893 





F7893 : Shanks 1 chromium-plated brass 
"Esco " ,l P ' Trap, (71 mm.) seal, 
with i cup, bald screwed 

femal or iron, co nut and outlet 

tail for lead. 

Sin .) i|- 



Showing coupling 
nut between trap 
and waste. 



EXTRA to all Traps 
on this page 

Coupling nut between 
trap and waste. 




F7894 



F7894 : Shanks' 
chromium-plated brass 
"Esco" Trap, If" 
(38 mm.) seal, with 
detachable cleaning 
cup, inlet screwed 
female for iron, outlet 
with downpipe and 
floor flange . 

Sizes 
li" (32 nun.) H" (38 mm.) 




F7895 



F7895 : Shanks 1 
chromium-plated brass 
" Esco " Trap, If* 
(38 mm.) seal, with 
detachable cleaning 
cup, inlet screwed 
female for iron, with 
vent connection, down- 
pipe, and floor flange. 

Sizes 
1]" {32 mm.). l£" (38 mm.) 



• 



Bent out rail may be supplied instead of straight tail. 











425 



« 



F642S 

mi 
r screw 

fenal big nut and 

ltl( [ tail for lead. 






I 



I*' (3 im.) 
1 

ron. Br 










F6424 ] 



F6424 : Shanks'" Compact 1 ' 

"S" Trap, \\" (38 mm.) 

I. with cleaning eye, inlet 

screwed female for iron, 

upling nut and outlet tail 

or lead. 

Sues—1 l' (32 mm.) l y 38 mm) 

1 d B 

Chromium -plated Brass. 




F8256 




F8256 : Shanks' ° P " Trap, 3" (76 mm.) seal, 
with cleaning eye, inlet screwed female for iron, 
coupling nut and outlet tail for lead. 

Sizes— H" (32 mm.) li' (38 ram ) 

Unpolished Brass. 
Chromium-plated Brass. 
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F5265 



F5269 



F5265 : Shanks' chromium-plated resealing " S " trap 
with cleaning eye, coupling nut and tail. 



F5269 : Shanks' chromium-plated resealing 
with cleaning eye, coupling nut and tail. 



<< 



P " trap 



Sizes 
Seal 



U" (32 mm.) 
3" (76 incn.) 



1.V (38 mm.) 
3* (76 mm,) 



Sizes 
Seal 



1[" (32 mm.) U" (38 in... ) 

3" (76 nun.) 3* (76 nun.) 




I 



' 













— c/> 



tanks 




Sliunk 




F4583 



F6615 



^JlCIf lks. 




F5267 



tv 



F4583 : Shanks' lead 
with cleaning eye. 



a 



)> 



trap 



Sizes 
Seal 






lj" (32 linn.) If" (38 mm.) 

2" (51 mm.) 2" (51 mm.) 



F6615 : Shanks' resealing lead u P " 
trap with cleaning eye. 



Sizes 
Seal 



- - - 1 



1}" ( 32 mm.) 
4J" (108 mm.) 



1$" ( 38 mm.) 
4l" (114 mm.) 



F5267 : Shanks' resealing lead " S 
trap with cleaning eye. 

Sizes .... IF ( 32 mm.) if ( 38 mm.) 
Seal .... 4" (102 mm.) 5* (127 mm. i 
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F6398 : Shanl Ii ^ "> f ™ awing 

to '.vail. 



Painted. 



V. e eel 



1. 




F6070 

F6070 : Shanks 1 Iron Brat. , lor screwing to wall 
Painted. While Porcelain Enamelled, 




F6199 
F6t99 : Shanks' Iron Bracket, for screwing to wall 



Painted. 



White Porcelain Enamelled. 




F7838 

F7838 : Shanks* Iron Bracket, for screwing to wall 
Painted. White Porcelain Enamelled. 



i 




F4055 



F405S : Iron B nto wall. 



I 






White i 



n i i 




F4835 

F4835 : Shanks* Iron Bracket, for screwing to wall 
Painted. White Porcelain Enamelled. 




F6071 

F6071 : , ank • Concealed Painted Iron Bracket, for 
screwing to wall. 

«H I OTE.-W» ™™**« "2*2^ C l &* »»<* **** °* la - tory for which they 

arc aded must be clearh stated. 
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F7570 



F7571 



F7974 



F7975 



F7570: Shanks* Chromium-plated Brass Stand for 
straight front lavatories. 

F7571 : Ditto with adjustable feet (see inset). 

Uprights Horizontals 

" (19 mm.) square |"xf" (19 mm. X 10 mm.) 



FT974 : Shanks' Chromium-plated Brass Stand, with 
projecting rail for towels, for straight front lavatories. 

F7975 : Ditto with adjustable feet (see inset). 

Uprights Horizon L.ils 



I" (23 mm.) square 



| w (19 mm.) square %"*¥ (19 mm.x ID nun.) 

f" x£" (19 mm. x 10 mm.) I* (25 mm.) square $"x %" (19 mm, x 10 ram.) 

The adjustable foot, applicable to F7571, F7975 and F7573, is an important convenience when a carpet or other floor covering has to be laid or 
removed from below a lavatory. The foot of each leg is so made that it may be screwed upwards clear of floor. 



I 








_ 






F7572 



F7573 



F7S72 : Shanks' Chromium-plated Brass Stand 
straight front lavatories. 

F7573 : Ditto with adjustable feet (see inset). 

Uprights Horizontals 

%" (19 mm.) outside dia. %" (16 ram.) outside dia. 



for 



F6573 

F6573 : Shanks' Painted Iron Legs and Brackets with 
projecting rails for towels and front rail, for straight 
front lavatories. 

EXTRA 

White porcelain enamelled. 








1'' (25 ram.) outside dia. 



J" (19 mm.) outside dia. 




F7976 : Shanks' Painted Iron Brackets and Standards for 
building into wall, suitable for light partition walls. 

EXTRA 

Brackets white porcelain enamel !• I. 



F7976 
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NUMERICAL INDEX-ACCESSORY SECTION 







Page 


Hook 


■ ■ 


. 117 


Towel Rail 


* * 


. 116 


Sponge Holder ... 


* * 


. 114 


Comb and Brush Rack 


114 


Towel Rack 


• * 


. 116 


Soap Dish 


• • 


. 114 


Shelf 


■ • 


. 115 


Mirror ... 


•■ • 


. 122 


Stool 


■ • 


. 127 


Mirror 


■ i 


. 122 


If ... Ml 


* ft 


. 122 


Shelf 


• ■ 


, 115 


Soap and Sponge He 


Ider 


■ 120 


Hook 


• t 


. 117 


Toilet Roll Holder 


* a 


. 118 


Porcelain Cleanser 


• « 


, 128 


Metal Polish 


* • 


. 128 


Bath Mat 


. - 


. 128 


Soap and Sponge Ho 


Ider 


120 


Bath Mat 


* ■ i 


, 128 


Weighing Machine 


• ■ i 


128 


Liquid Soap Holder 


■ ■ i 


114 


Tumbler Ring ... 


• • ■ 


114 


Soap and Sponge Ho 


Ider 


119 


M »> l> 


M 


119 


Soap Dish 


* ■■ i 


119 


Toilet Roll Holder 


* »■ i 


119 


Toilet Paper Holder 


■ ii 


119 


Towel Rail 


■ ■ i 


116 


Mirror 


• • ■ 


122 


II * - * ... 


■ • • 


122 


Tooth Brush Holder 


• ii 


114 


Shelf 


ti« 


115 


Sponge Holder ... 


VII 


120 


9* 11 ■•• 


* * a 


120 


Soap and Sponge Ho 


Ider 


120 


Soap Dish 


t • i 


114 


Tumbler Holder 


■ • a 


114 


Towel Rail 


■ ■ ■ 


116 


Splash Back 


* * ■ 


125 









Page 


7305 


Splash Back 


• ft • 


. 125 


7376 


Mirror ... 


* * i ■ ■ 


. 121 


7521 


Tumbler Hold 


er 


. 114 


7522 


Soap Dish 


• p • ii 


. 114 


7570 


Stand 


• » • ■ « 


. 126 


7616 


Wall Cabinet 


• • ■■ ■ * 


. 123 


7618 


Jf if 


■ •• ■ • 


. 123 


7619 


Toilet Table 


• • • * • 


. 126 


7642 


»» »» 


§ ■ ■ » » 


. 126 


7644 


Toilet Roll Ho 


Ider 


. 119 


7645 


Soap Holder 


m p 9 » i 


. 119 


7646 


Tooth Brush ; 


md Tooth 


i 




Paste Holder 


119 


7647 


Tumbler and 


Tooth 






Brush Holder 


119 


7648 


Ash Tray 


■ ■ i ■ ■ ■ 


119 


7649 


Shelf 


ft > ft | • | 


119 


7650 


Towel Rail 


ft • ■ ■ « 1 


119 


8014 


Cabinet ... 


■ • * |4 | 


124 


8021 


Tumbler Hold< 


zr 


114 


8022 


Soap Dish 


ft ft .■ ft f l 


114 


8023 


Tooth Brush h 


lolder ... 


114 


8024 


>» rj 


■ 1 pp. 


114 


8025 


Tumbler Ring 


* • i » # • 


114 


8026 


Shelf 


ft i i ■ a ■ 


115 


8027 


If * * * 


■ •• • • - 


115 


8028 


It ■•*. ■ 


• a • ft ft ft 


115 


8029 


II ■ » ■ 


ft I I III 


115 


8030 


Towel Rail 


• * ft t • 1 


116 


8031 


„ Rack 


ft • • III 


116 


8032 


,, Rail 


i 1 ft ft ft ft 


116 


8033 


Hand Rail 


* ft ft I ft 1 


116 


8034 


Hook 


• « ft ft ft 1 


117 


8035 


»1 ■ • • 


• ft ft ft ft ft 


117 


8036 


M " ' * 


> 1 | ft ft • 


117 


8037 


Soap and Spon 


ge Rack 


117 


8038 


»» t» 


>i 


117 


8040 


Head Rest 


■ ■ * * * * 


117 


8041 


»» Kl 


• « » ■ • ■ 


117 


8044 


Soap and Spon 


ee Holder 


120 



8045 


Mirror 


!•■ 


Page 
121 


8046 
8047 
8048 


ft ■ - • ft 1 ft 
f I ■* ■ ■ ■ ■ 
If • - * ft ft | 


» t i 
» 4 * 

■ • * 


121 
121 
122 


8049 


Chair 


• • « 


127 


8050 


Stool 


* to * 


127 


8052 


Toilet Roll Holder 


Mi 


118 


8053 


*• *? f 1 


§ ft a 


118 


8054 


Toilet Paper Holder 


ft ft f, 


118 


8055 
8091 


H M » 

Towel Rail 


ft ft ft 
• ft ft 


118 
111 


8092 
8093 
8094 


M ■ % • * • 


ft ft ft 
ft • ft 


111 
112 
112 


8095 


»* if 


P ft f 


11 


8096 


m n • • • 


* • a 


112 


8097 


Wall Arm 


ft ft ft 


111 


8098 


it ir 


• ft * 


111 


8099 


Towel Rail 


ft ■ ft 


113 


8100 
8101 


Regulator Tap ... 
Outlet Connection 


ft * I 


113 
113 


8102 


Flange 


-a a a 


113 


8106 


Cabinet ... 


* ft ft 


123 


8107 


ii »•# * ■ ■ 


• . a 


123 


8108 


ii . • - ■ ■ ■ 


• ft ft 


123 


0111 


Splash Back 


ft « ft 


125 


8112 


Mirror ... 


ft a • 


125 


8113 


91 ■ a ■ ii* 


ft ft V 


125 


8115 


Toilet Table 


aaa 


126 


8116 


ii ii »•• 


ft I • 


126 


8117 


ii ii « » • 


■ * * 


126 


8118 


Weighing Machine 


ft 1 ft 


128 


8119 


Soiled Linen Cabinet 


ft ft ft 


128 


8134 


Bracket ... 


ft ft • 


126 


8193 


Cabinet ... 


r ■ i 


124 


8194 


|| « a a aaa 


• a a 


124 


8195 


■ I ft ft ft lt> 


■ ft ■ 


124 


8381 


Regulator Tap ,., 


aaa 


113 



NDEX TO TRADE NAMES 



a . » 



"Limpet" Mat 
"Mirror" Metal Polish 
4< Reclino" Head Rest 



n ■ • 



* • • 



• ii 



* • ■ 



« ■ ■ 



* « i 



■ ■ 



• » • 



• ii 



« • » 



■ * ■ 



128 
128 
117 
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F8091 



F8091 : Shanks' Chromium-plated Towel Rail, two uprights 
with floor flanges, one double horizontal and two single horizontal 
rails, air release cock, inlet and outlet connections screwed female 
for I" (19 mm.) iron. 

Tubes— l| w (32 mm.) or H" (38 mm.). 

Height from floor to centre of double horizontal — 3 y 0" (014 mm.), 

Length irom centre to centre of uprights— 2' 6" (762 mm.), or 3' u' (9J i mm,) r 




F8097 



F8097 : Shanks' Chrom- 
ium-plated Wall Arm 
with flange and split clip 
to fit round upright. 



092 : Shanks* Chromium- plated Towel Rail, two uprights 
h floor flanges, one double horizontal and two single horizontal 
s, air release cock, inlet and outlet connections screwed female 
f"~(19 mm.) iron. 

Tubes— U" (32 mm.), 
Height from floor to centre of double horizontal— 3' U" (914 mm.), 
gth from centre to centre of uprights— T 6" (782 mm.), or 3' G" {914 mm.). 



Shrink*. 




F8098 



F8098 : Shanks' Chrom- 
ium-plated Wall Arm 
with flange and split clip 
to fit square upright. 




inections shown are standard. Special connections, also rails in 
different dimensions may be supplied at extra charge. 



f8D92 
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F8093 



F8093 : Shanks' Chromium-plated Towel Rail, two 
uprights with floor flanges, tin horizontal rails, air 
cock, inlet and outlet connection screwed female 
•r iron. 



F8094 

F8094 : Shanks' Chromium-plated Towel Rail, tt 
uprights with floor and wall flanges, three horizontal rail>, 
air release cock, inlet and outlet connections screwed 
female for iron. 



]iil>-t and outl< n 

Hi tin 11. »v r I 

Jin centre to ■ 



- 






Sixes— F8093 and F8094 

1" (25 imn.l, \\" (32 mm.) or 1 fc" (38 mm.) 

1 f 13 i r r (25 mm.) tubes; £' (19 mm.) for 11" or U" (32 mm. or 3S mm.) tubes. 

3' o* (hi 4 mm.) 

2' 6" (762 mm,) or 3' 0* (914 mm.) 




9 



I 5 



F8095 
F809S : Towel Rail, tv, 

*«" th t^ee horizontal ra.ls, a 

T.jf' "J* * n ' ! ' .cct.ons screwed female 

'"l »^ mm.) iron. 




F8096 



F8096 : Shanks' Chromium-plated Towel Rail, * 
uprights with floor and wall flanges, three horizontal r; 
air rel< cock, inlet and outlet connections screwed ft Ut 
for f (19 mm.) iron. 



Sizes— F8095 and Foi>96 
Tube 

»««b i ftoor to centre ol top rail r Q - ,», - rT1TT1 , 

i-flh *ro» centre u> <*nt re of ^ % % [J» ££;j Qr 3. r (jm ^ 



ii" (3-' mm.) 

1 1 4 mi 



Co«n«ction. ,Kown ar* rtandard. S^IH connection., ,1,0 



1 











F8099 



— 




Int«| on Cop A/m to »*JI 

Applicable 10 io*ei r* 
* i C h r o w n d 

















-8099 : Shanks' Chfonuum* plated Towel Kail, two uf -chn, I h- ■ jonul 

wall IliiriKt-s, air ri'U-.wt? i-oi-k, inlrt and outlet cotifK >na % ttrnai 

nr iron 



t I" I J* iYl mi 

nlel .ni-i ■ 'Mil. i • Mini i i 

r M.i I* -A Jin > < i t . | (|» i: i 1 1* i>i 1 1' i Qua. or :ta mm , i - 

taifot ipDm ipiitri- to i nitre of bnrtznutul raili r rt* {4*7 urn. 

aviKth rrm 1 1 • •■nt. ■ '•■ i H i-i i hi » 762 mil' • " • ma» 



Connection* ihown 4f e m %tAt\d*rd. Special (onntctium, alto 
raid In different dlm«nnoni miy be tupplted at eatra <hjrge 




lOf e co 

Appttcab'« (O to*«l r% 

" « n mo iwb« • 








F8331 

: 8381 : Shanks" Chromhim- 

I ifnl l<< ltiiI.i tor 'I ip, with 

la* I h coupling nui 

in I tail for lead. 

J- I I I . I' [18 ui.u.) 



ma 

F8100 : Shanks' ( rornium 
• l.itc-tl Reirularoi I with 

M i k hai i lie ouplmuj n,,r 
an* I Mil i i «■ l 




'(13 
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FIG 2 




FIG I 



FIG 3 



n'caa uthfvTw i»rtl *l. »p ■ 

upplied with • uplm^ nw. and tail i r lead. 

, I I tf . 1 

I tor li^ht »pper, lupltof > u * m d tail I 
ad, aa I 



I lor hca\ r or iron, tail i> 

vf«ad female ft i pip« -** I* n-: 

NOTI. i i 




II* 




'•10? 



F8102 SI ,nkV 

i h nium a ted 

->pht I nice, to tit 

pip^- cot 
net fton*. 




FIG 4 



lea* o 
ipptied nrl 
I 

for liaht cot 

pc. aa r«w 




Ptttl 

F810f ank.% OTOftftfUfl 

P' Outlet I nor* n. 

with bent tail lor lea 



r 



r it 
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FIG6 
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tail Un Ira. 






foe he* Ppet 



ruav tail » 



boaeed and 
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EXTRA 






CO F7S2I and F7S22 

1 




F8021 



F8021 : Shanks* chrom- 
ium- pitted tumbler holder 

id bracket (light pattern). 
Insult diameter 2{* (64 urn 

Depth H' »•*•» Baa*) 




F8022 

F8022 : Shanks ' china 
soap dish with chromium- 
plated brass holder and 
bracket (light pattern). 

IhmlIi i ] holder 

Ak"> H"* 1" 
(I N luiii. x8- i iiii. - 25 Ij.ul) 








FSSO 
iuri 

and I 




F639 



F6B9 












i k 






Ina aoi 

iium- 




F6025 

F8025 : Shanks 1 chrom- 
ium-pl&ted tumbler rinjj. 

it liamctcr 2fl* (t 




F6612 

F6612 : Shanks' chrom- 
ium-plaud tumbler ring. 

iittide diamci' i -ft («>.s mu 










mil 










F5 




H' 



a 






1 



»<n*id mm 



** 




F8023 




F8024 

F8024 : Shanks/ chromium -pU 

lonthln ijvh |j< f |(it-r. 





F560 



FS60 : ^hankfc d m ghted comb and bruth rack 



II 4' (27f 
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F6978 



F6978 : Shanks' Plate Glass Shelf, with chromium 
plated brass brackets. 

21" x 5" (533 mm. x 127 mm.) 
24" x 5* (610 mm. x 1 27 mm.) 
27" x 5" (686 mm. x 1 27 mm.) 
30" x 5" (762 mm. x 127 mm. 





^lumks 



F8027 



F8026 

F8026 : Shanks' Plate Glass Shelf, with 
plated brass brackets and hinged guard rail. 

21" x 5" (533 mm. x 127 mm.) 
24" x 5" (610 mm. x 127 mm.) 
27" x 5" (686 mm. x 127 mm.) 
30" x 5" (762 mm. x 127 mm.) 



chromium 








F8028 









F8027 : Shanks' Plate Glass Shelf, with chromium 
plated brass brackets. 

21" x 5" (533 mm. x 127 mm.) 
24" x 5" (610 mm. x 127 mm.) 
27" x 5" (686 mm. x 127 mm.) 
30" x 5" (762 mm. x 127 mm.) 




F1537 : Shanks' Plate 
plated brass brackets. 



MhiiiI^ 



F1537 

Glass Shelf, with chromium 



21 " x 5" (533 mm. x 127 mm.) 
24" x 5" (610 mm. x 127 mm.) 
27" X 5" (686 mm. x 127 mm.) 
30" x 5" (762 mm. X 127 mm.) 



F8028 : Shanks' Plate Glass Shelf, with 
plated brass brackets and hinged guard rail. 

21" x 5" (533 mm. x 127 mm.) 
24" x 5" (610 nun. x 127 mm.) 
27" X 5" (686 mm. X 127 mm.) 
30" X 5" (762 iiini. 127 mm.) 



chromium- 




MmijiK* 



F4056 



F4056 : Shanks' Portable Plate Glass Shelf, supported on 
chromium-plated brass brackets, with screwed blocks for 
building into wall ; specially designed for operating 
theatres . 

24" / 17" (610 mm. x 432 mm.) 



FJ537 and F4056 shelves may also be supplied in White Vitrolite or White Opal, 
Both materials are similar in appearance, but Opal has a superior tinish. 




F8029 

F8029 : Shanks' Plate Glass Corner Shelf, with chromium- 
plated brass brackets. 



Corner to 
Corner 



Corner to 
Front 



1 1 i" (286 mm.) 8" (203 mm.) 

14" (356 mm.) 10" (254 mm.) 



Length 
along sides 

8" (203 mm.) tor placing above 

lavatory. 
10" (254 mm.) for placing in 

corner of bathroom. 
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F7240 

F7240 : Shanks* V (25 mm.) chromium-plated Towel 
Rail. 

Centre to centre of wall SajSges .... 24 (610 mm.) and 30" (762 mm.) 




Shcinks 



F8031 



F8031 : Shanks' chromium-plated Adjustable Towel 
Rack, 



I 8" (457 mm.) Ion 



I 



« •■ ■ ■■•- 



mm.) or £" (19 mm.) square 





Siiunk 



F631 
F631 : Shanks' chromium-plated Adjustable Towel Rack, 



18" (457 mm.) long 



a i w m 



4* (16 mm.) or f" (19 mm.) diameter 



May be supplied with one, two or three arms. 



May be supplied with'one, two or three arms 



i 









mm 

F8030 : Shanks* 1" (25 mm*) chromium-plated Rail. 

For Towel Rail 

Centre to centre of wall flanges .... 24" (610 mm.) and 30" (762 mm.) j 

For Hand Rail j 

Centre to centre of wall flanges 12" (305 mm.) 



I 






1 





F546 

F546 : Shanks' f* (16 mm.) diameter chromium-plated 
Towel Rail. F 

Genu to centre of wall flan::- s . .. 2 4" (610 mm.) and 30* (762 mm.) 




F8032 



F8032 : Shanks' chromium- plated Towel Rail. 



Centre to centre of wall flang 
tarneter of rail 



- ■ 



24- (610 .mm.) and 30" (762 mm.) 
... I - (19 mm.) or 1" (25 mm.) 




Shrinks 



F6627 



F6627 . Shanks' V (25 mm.) diameter chromium- plated 
Towel Rail, 



Centre to centre of wall flanges 



..ii 



.... 24' (610 mm.) 




Shfirtk 



F8033 



F8033 : Shanks' \\" (32 mm.) chromium-plated Hand 
Rail. 



Centre to centre of wall flanges 



12* (305 mm.) 
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F4398 

F4398 : Shanks' 
chromium - plated 
Razor Strop Hook. 



F480 

F480 : Shanks' 

chromium - plated 
Robe Hock. 



F8034 

F8034 : Shanks' 
chromium - plated 
Hat and Coat Hook. 





F8035 

F8035 : Shanks' 
chromium - plated 
Hat and Coat Hook. 



F8036 

F8036 : Shanks' 
chromium - plated 
Hat and Coat Hook. 



■' 






! 



f» 








Shanks 




F8037 (Round Sections) 

F8037 : Shanks' chromium-plated Bath Soap and Sponge 
Rack, with rubber-covered arms, adjustable to suit any 
size of bath. 



n] mt id. ' 



F8038 (Square Sections) 

F8038 : Shanks' chromium-plated Bath Soap and Sponge 
Rack, with rubber-covered arms, adjustable to suit any 
size of bath. 



R.^kH port Jen 






17" < 17"x4" (432 mm, x 432 mm. x 102 mm.) 



ion 



1 7" x 17" x 4" (432 mm. X 432 mm. x 1 02 mm.) 



ERRATUM 

178037 and F8U38 : Sizes should read 
17" )<7" x4" (432 mm. x 178 mm, x 102 mm.) 





F8040 



F8040 : Shanks 1 Adjustable Head Rest, comprising 
chromium-plated bracket with roller for screwing to wall 
and slip for fixing to roll of bath. 



F8041 — " RECLINO 



» > 



{U.K. Patent No. 8743) 

F8041 : Shanks' " Reclino " Adjustable Head Rest, 
chromium-plated adjusting rod with rubber grip, suitable 
for any size of bath. 
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F4400 

F4400 : SI chromium lated 

r \ Roll II lev. 



F8052 

F8052 : Shanks' chromium-plated 
Toilet Roll Holder. 



F8053 

F8053 : Shanks' chromium-plated 
Toilet Roll Holder, with rack for 
book or newspaper. 











F80S4 






r 



F8054 

Pi i Holder, 

J IA nun • i 



F8055 



F8055 : Shanks' chromium-plated Toilet Paper Hold* 
m sheet metal with hinged face. 



i 






i-M )ZCS 



S^ (152 turn., MO mn 
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F6620 

F6620 : Shanks' Combined Soap 
and Sponge Holder, with hand 
rail, in white ware. 

> vera! I sizes 1 2" x 6" (305 mm. x 152 mm.) 
Depth from face of wall .... 3|" (83 mm,) 





F6622 

F6622 : Shanks* Soap Dish, in 
white ware. 

Overall sizes 6" x 6" (1 52 mm. x 1 52 mm.) 
Depth from face of wall 3" (76 mm.) 

EXTRA 

Hand rail as F6620. 

F6620 and F6619 may be supplied without centre division. 







F6619 

F6619 : Shanks' Combined Soap 
and Sponge Holder, in white ware. 

Overall sizes 12" x6" (305 mm. x 152 mm.) 
Depth from face of wall .... 3|" (83 mm.) 




i J 















F6625 



F7644 



F6626 



F6625 : Shanks' Toilet Roll Holder, 
in white ware. 

Overall sizes 6" x 6" (1 52 mm. x 1 52 mm.) 
Deptfa from face of wall .... ] J" (44 mm.) 




F7648 

F7648 : Shanks 1 Ash 
Tray, in white ware. 

Overall Sizes 

4' • 4" (102 mm. x 102 mm.) 
$"-y<r (152 mm. x 152 mm.) 



F7644 : Shanks' Toilet Roll Holder, 
in white ware. 

Overall sizes 
8" x4" (203 mm. x 102 mm.) 
9" x 3" (229 mm. x 76 mm.) 




F7646 

F7646 : Shanks' Tooth- 
brush and Toothpaste 
Holder, in white ware. 

Overall Sizes 

4"x4" (102 mm. xl02 mm.) 
6"x3" (152 mm. x 76 mm.) 




F6626 t Shanks' Toilet Paper 
Holder, in white ware. 

Overall sizes 6£" x 3£" (165 mm. x 89 mm.) 
Depth from face of wall .... 3" (76 mm,) 



F7647 

F7647 : Shanks' Tumbler 
and Toothbrush Holder, 
in white ware. 

Overall Sizes 
3"/3" (76 mm. x 76 mm.) 




F7645 

F7645 : Shanks' Soap 
Holder, in white ware. 

Overall Sizes 
6" x 6" ( 1 52 mm. x 152 mm.) 






F7649 

F7649 : Shanks' Plate Glass 
white ware. 

Overall size of Shelf 

21" x 5" 
(533 mm. x 127 mm.) 

24" /. 5" 
(610 mm. x 127 mm.) 

27" x 5" 
(686 mm. x 127 mm.) 

30" x 5" 
(762 mm. , i 27 mm.) 



Shelf, with Brackets in 



Flange of Brackets 

3" X 3" 
(76 mm. X76 mm.) 

4" X 4" 
(102 mm. x 102 mm.) 




F7650 



F7650 : Shanks' Towel Rail, with Brackets, in white ware. 



Flange of Brackets 



• ■ ■ * 



3" x3" (76 mm. .< 76 mm.) 
4" x 4" (102 mm. x 102 mm.) 

Centre to centre of flange plates 24" (610 mm.) 



All the above accessories are for building into wall 
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F4595 



F4595 : Shanks 4 chromium-plated Soap and Sponge 
Holder. f< 'ng to I. 



ti 

13 



sr 



64" 



- 

144 ram ) 




F7234 



F7234 : tarda ird Sponge Holder, corner 

i for 



| r i j i # | i i ,«'■!' 
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! | | .1., 
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F7236 
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F7236 

and Sponj 
•t roll of hat^ 
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F4396 



F4396 : Shanks' chromium-plated Soap and Sponge 
Holder, for roll of bath, with rubber-covered hanger. 

Sizes 

1 1 1" x 5£" (292 ram. X 1 40 mm.) 
Mil" ej" (343 ram. x 165 mm.) 




S(ull»k> 



F8344 



F8044 : Shanks' chromium-plated Soap and Sponge 
Holder, corner position, for screwing to wall. 



along sides 
Projection 

Depth 



8J" (216 mm.) and 13* {330 mm.) 

84" (219 mm.) 

4" (102 mm.) 



Position of soap dish should be Stated when ordering. 
Illustration shows soap dNh on right hand. 




Sh<inks 



F7235 



F7235 : Shanks 1 chromiurn-plated Sponge Holder fi 
screwing Co wall. 



>4» 



12' h 4}" (305 mm 203 mm 120 mil 
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F8045 



F8045 : Shanks' Plate Glass Mirror, with brilliant cut 

line*. 

Si/i* 
90 24* (762 mm. , 81*0 mm.) 




F7376 



F7376 | Shanks' Plate Glass Mirror, with chromium 
plated swivel brackets. 

Sizes 

Hi" . 12" (408 nun. 305 rum.) 

18* ■ 14* (457 nun <356 nun) 

20*'- Hi'" |, Sun mm. ■ -loci mm.) 

82* • 16* (589 mm. > 406 mm i 

24" • |$* (610 mm • 4.S7 rum.) 









! 






F8046 



F8046 : Shanks' Triple Mirrors, with brilliant cut I 
and chromium-plated swivel brackets. 



Side Mirrors 

18 ■ (457 run, \ \% n.r. 



Centra Mirroi 

24* IN* (6)0 mm • 4 




F8247 



F8047 : Shanks' Octagonal Bevelled Edge Plate (.lass 
Mirror, with chromium-plated iwivd h rackets* 

V. CTO*3 tf 

|h" (406 run. | 

Us" 1 4. 57 i) i 

21* f mm.) 

NOTE :— Mirror may be supplied with plain edfe mttead of 

bevelled edge. 
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F1569 



F1569 : Shanks' Bevelled Edge Plate Glass Mirror 

Sizes 

HV (559 mm. 406 mm.) 
2 I 18* (610 mm. x 457 mm.) 
3d - 18* (762 mm. : 457 mm.) 



F3281 



F3281 : Shanks* Bevelled Edge Plate Glass Mirror. 

Diameter 

14" (356 mm.) 
16" (406 mm.) 
18" (457 mm.) 



, 





* 



F3280 
F3280 : Shanks' Bevelled Edge Plate Glass Mirror 

Si ges 

22"xI6* 559 mm>x406 mm.) 
1:4 x I, fmm.x45: m.) 

30' x is" [762 mm. 457 nam.) 



F6665 



F6665 : Shanks' Bevelled Edge Plate Glass Mirror 

Sizes 

18* x 12" (457 mm. x305 mm.) 
18" x 14" (457 mrn. x356 mm.) 
20" x 16" (508 mm. x 406 mm.) 
22" x 16" (559 mm. x 406 mm.) 
24" x 18" (610 mm. x457 mm.) 













F6634 




F6634 : Sha, Bevelled Edge Plate Glass Mirror, with 
Lhromium-plau-d swixel brackets. 






F8048 

F8048 : Shanks' Octagonal Bevelled Edge Plate Glass 
Mirror, with chromium-plated swivel arm and wall flange. 



Sizes 

10" (406 mm. &54 mm.) 
is 12" (457 mm. •; 305 mm ) 
£1 14' [533 i 356 mm 

24 I« M (6m mm. 406 mm 



Width across flats 



... _ 



8" (203 ram.) 



NOTE :- Mirrors on this page may be supplied with plain edge instead of bevelled edge 
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F8106 : Shanks' Wall Cabinet, in 
wood, for building into wall, white 
enamelled inside, with plate glass mirror, 
removable glass shelves, chromium- 
plated fittings. 

With one shelf 
Door size 22" x 18" {559 mm. x 457 mm.) 

Size of cabinet 2(H" x 16£"x4f" 

in recess (52 1 mm. x 4 1 9 mm. x 1 1 1 mm. ) 

With two shelves 

Door size 27" x 21" {686 mm. x 533 mm.) 

Size of cabinet 25£" x 19£"x4g" 

in recess [648 mm. x 495 mm, x 111 mm). 

F7618 : Shanks' Wall Cabinet, in wood, 
white enamelled, with plate glass 
mirror, removable glass shelves, 
chromium-plated fittings. 

Overall Sizes 

With one shelf 18* x 1 4" x 5f 

(457 mm. x356 mm. x 146 mm.) 

With two shelves _ 22" x 18" x 5f 

(5si9 mm. X 457 rum. < 146 mm.) 




!; 




















F8106 



F7618 




F7616 

F7616 : Shanks' Wall Cabinet, in 
wood, for building into wall, white 
enamelled inside, with plate glass mirror 
having etched design, removable glass 
shelves, chromium-plated fittings. 






Mirror 

Hw 1 4 cabinet 

II: pci e: 



36" > 24* (914 mm. X 610 mm.) 

29|* x 22$* x 4f * 

(7-19 mm. x 571 mm. x 111 mm.) 




F81 07 

F8107 : Shanks' Wall Cabinet, in 
wood, for building into wall, white 
enamelled inside, with upper and 
lower opening plate glass mirror 
doors, removable glass shelves, 
chromium-plated fittings. 

Overall sizes 42" X 24" (1067 mm. • 610 mm,) 

Size of cabinet 404**22^x43" 

in recess (1029 mm. x 571 mm. :< 1 1 1 mm.) 
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F8108 

F8108 : Shanks* Corner Wall Cabinet, 
in wood, white enamelled inside, with 
plate glass mirror, removable glass 
shelves, chromium-plated fittings. 

r>« h • 

Otic shell Two sh< * 

17 \4 m I*' • *& 

(432 mm. 356 mm.) (•»&* mm. • 406 Dm 

Length along sid< 

itjT (254 mm.) I I" f279 r 

Corner ' h dbI 
0* (229 mm ) 10" (254 mm.) 
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Shanks 



F8193 



F8193 : Wall ( abinet, in metal, for building 

into \\iill. white enamelled inside, with plate glass 

irror, lovable glass •-■ Ives, chromium-plated 
fitting 

l 27* x 2 6 mm. 5 13 mm.) 

ol • I 



27 21 




F81 94 

F8194 : Shanks' Wall Cabinet, in wood, for building 
into wall, white enamelled inside, with plate gla 
mirror, removable glass shelves, chromium-plated 
fittings. 

Door size 
Size of cabinet 



533 j im.) 



in rcce^ 



27"x2T (686 mm. x 533 mm.) 

27'-2irx5r 
(686 mm. x 552 mm. x 133 mm.) 




/A 



O 



4 



■ 



t 




. 




V 



5 v A " 




Sectional Plan of FSI94 







F8014 : 



F8D14 



' Wall 



net, in wood, for building 

waH ' uh dr. with circular plate 

«mm d , Tt framed m wn 

J anidr. nemov*] la* brfm, chromiun 



119 run. 



Ill mm 



Hi 

><2 i 




F81 95 

F8195 : Shanks' Wall Cabinet, in wood, for building 
into wall, white enamelled inside, with plate pi; 
mirror face and side cabinet doors, remo\able glas* 
^helves, illuminated panels, centre portion hinged I 
give access to ligr chromium-plated fittings. 

I mil rises 3<f .in' [702 ran ?4H mm.) 

Sift hiiid 29' 3»" 4!" 

in reoees mm.. • 7:*7 mm Ml mm.) 



State voltage of lamps when ordering. 



124 







F7304 



\ 




F7304 and F7305 : Shanks' Spla^l, 

Backs in White Vitrolite or White 
Opal, 

21 r • 16* 

(546 mm 4U6 rum.) 

(622 mm 406 mm.) 
261" m 1 6" 

(673 mm -IU6 run.. i 

NOTE, — Vitrolite and Opal are similar m 
appearance but Dpa] has • superi 
finish. 
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F7305 
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F8111 : Shanks' White Vitrolite or 

White Opal Splash Back, with F6© 
18"x 12" (457 mm. x305 mm,) plate 

glass mirror ; F6978 glass shell 

with brass brackets; F7238 tumbler 
holder; F6977 tooth brush holder; 

Vl'iM soap holder with china dish. 
Brasswork chromium -pl.t fed. 



0- i ill Size 
:jh" jiJ" 

(965 linn i.J2 mm.] 
\\H" i %Q" 

165 mm. 67:5 mm.) 



Si* .i Shell 

■j [ ' S ' 

(533 mm J 27 urn } 

2f V 

110 mm 127 mm 



F8112 : Shanks' Plate G la a Mirroi 

with F6978 glass shelf with 
chromium -plated brackets. 



• rail Size 

36* ■ 2»r 
(914 mm. 622 mm.) 

:ur 26 j 

(914 mm. 673 mm.) 



Size . ' 5hi I 

21 V 
(533 mm. - 127 mm 

2 1 V 

B]0 mm 127 mm 




F8112 
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F8113 



VI 



F81 13 : 51 nka' Plate ' Mirror, 

with two i 12 ; mil 

127 mm.) Klas* thelvei I 723N 

tumbler holdi I th bruah 

holder Ura«w<»rk chromium-plated, 

■ 

3* uy 

(*l 4 i mi. 

xtr 

(91 I mi 



'I. 4 
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T— * 
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F8115 



F8116 















F8115 : Shanks' Toilet Table, in white cellulosed 
wood, glass top, with bead at front to keep glass 
in position, drawers and cupboard with handles. 



Table tup 
Height 









i 5" (« 



- 



m. SI mi- 
31" (787 a i 



F81I6 : Shanks' Toilet Table, in white cellulosed wood, glass top. 
drawers and cupboards with handles. 



Table top 
Height 



4' 0"x 1' 3" (1219 mm. X381 mm.) 

2' T (787 mm.) 



* 






Toilet Tables may be supplied in six standard colours, see Colour Section. 




PLATE F8117 



Place F8117 

\ Jtrt 



™ ^"" ks ' F J 642 Toilet Table, in white 

U,n 4 brackets in white porcelain enamelled iron. 



zc 



'* ' ■- 381 mm.) 



Plate F7619 : Con ising Shanks' F7642 Toilet Table 
** ..^h-i. chxamium-pbted braS stand 



mrn.i re. 

0* ii $ixc 



in white 

uprights 



30' j S" (762 mm. x 3b | uim.) 
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PLATE F7619 
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F8049 



F8049 : Shanks' chromium-plated Bathroom Chair, with 
cork seat and back. 



16" x 12" (406 mm. x 305 mm.) 



ize of seat 



22 




F8050 



F8050 : Shanks' chromium-plated Bathroom Stool, with 
cork seat. 



Size of sc.it 






Hj"xl0r (348 mm. x267 mm,) 




F3268 



F3268 : Shanks' Bathroom Stool, white enamelled, with 
cork seat. 



Size of seat 






12" • 12" (305 mm. -305 mm.) 



F3268 stool may be supplied in *«* Standard o r- ij 
addition to white ; tor colours, see Colour Section. 



= 5 

O £ 
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F4624 

F4624 : Personal Weighing Machine, in white cellulose 
finish, weighs up to 20 stones. 



i 



' 



! 




F8118 

F8118 : Personal Weighing Machine, in white cellulose 
finish, weighs up to 20 stones. 






♦ J* ♦>7*7*»70 ; '>T*T*T*T*jfr> -*.♦>- 



.♦.♦♦»».♦».♦»»:♦:♦;♦>» 





F4556 



F4623 



* 






F4556 : Shanks' India-rubber " Limpet " Mat for baths 

Sizes 

42* >: 12" 1 1067 mm 305 mm.) 
42' 18" (1067 mm. 157 mm. 



F4623 : Shanks* Bath Mat, in compressed cork. 

Sizes 

24" x 18" (610 mm. x 457 mm.) 
30" X 18" (762 Dim. x 457 mm.) 













n 



F8119 

F8119 ! Shan Stainless Steel Soiled 
Linen Cabinet. 

Size 9" • T 9' deep 
9 mm. 178 mm. . am.) 

Above may be nift m white finish. 




u 



F4507 

F4507 : Shanks' 
Metal Polish. 



Large size " A '* 
Small size " B 




Mi 



irror 



i > 



■ ■ 



F4506 

F4506 : Shanks' Porcelain 

Cleanser. 

Large size " A n 
Small size n B " 
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HE following information should be included in the 
specification of any closet set when ordering : — 

Trap of closet and position of vent, if latter required. 

Capacity of cistern. 

Name of Water Company. 

In the case of Valveless-siphon cistern : — 

Bore of siphon. 

End or bottom connections. 

Water pressure at ball-cock. 
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SIPHONIC CLOSETS 



FEATURES 



HIGH FLUSHING EFFICIENCY 

construction is such that immediately after the flush commences air in the trap is displaced 
by water, thereby setting up siphonic action, or suction, and causing the contents of the bowl 

This system has a quality of thoroughness not to be found in any 




i be completely withdraw 
other method. 



SILENCE 



Tins is achieved by icting the velocity of the incoming water. To secure an effective discharge 
a pov fill flush is unneces ry : the water need only enter at a rate sufficient to wash the sides 
of the bowl and displace the air in the trap. 



ARGE WATER AREA 



The importance of this feature in reducing the surface exposed to soiling needs no emphasis ; 
and, as the action of the closet is siphonic, even the largest water area cannot impair the efficiency 
f the flush. 



DEEP SEAL 



\n ample depth oi seal I >ens the risk of the trap for any reason becoming unsealed and allowing 
foul air to enter the room ; and — due again to the siphonic action of the closet — there is no danger 
oi I he deep seal obstructing the discharge. 







Of the different types of Siphonic Closets made the following deserve special mention : 



V VENETIAN " 



I his may be r< rded tl ■ I tst word in closet construction. It is made with two traps, the 

'" ll being a , article, in metal, with a wide range of adjustability to suit different 

P bmg cond . Siphonic action in this type is created by withdrawing air from between 

• • traps ; and i etive is this method that only a very gentle flow of water into the bowl 

yto'ei complete and thorough discharge. The maximum of quietness is thereby 

It is made in vitreous china, is of elegant style, and is in every respect a closet of the 

h ' cl; iX I to sur ss it has yet been produced. 



"CARLFORD 

1 



™ principle as the " New Venetian," but is less expensively made. 
Botl in ware, in1 ral with the closet. 



"ILFC D" 



Tl 

.he" Carlfoivl 
I with e clo 



in pel e form of double-trap closet. It is smaller in size than either the "New 

ian r, Via /"^-If-.-j j "li- ^ 

ana is macie only in earthenware. The two traps are in ware, 



"ACRA " 






J ". '" ' n ' 1 ' lh sin - :lc tra P only. Here the bulbous formation on the down-leg of the trap, 

and "" '- ", h thC ^^ 0Utkt PieCe ' CaUSGS a S0lid column of water to form near the outlct - 

• H -ip aphonic action. Having only a single trap it is less expensive to produce than the 
double .rap type, but ls nevertheless an article of highest efficiency. 



i 

I 

i 






• 
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Fig, 1 

Showing Ci S " trap above 
floor with vent. 





Fig. 2 

Showing "S" trap below 
floor with vent. 
S '" trap may be supplied without vent. 



Plan— Figs. 1-4 



a e m 




Fig. 3 

Showing <l p " trap above 
floor without vent. 




Approximate Sizes 

A 25" (635 mm.) 

B 15" (381 mm.) 

C 16" (406 mm.) 

D 13.r (337 mm.) 

E 11{" (286 mm.) 

f "S" trap. 
30" (762 mm.) 

" P" trap. 
v 34" (864 mm.) 



Fig. 4 

Showing " P " trap below 
Moor without vent. 



it 



P " trap may be supplied with vent. 



PLATE F79571 
PLATE F7958J 



I i 



NEW VENETIAN" 





F7511 CISTERN 
(Specified in Plate F7959) 



F7372 CISTERN 
(Specified in Plate F7960) 



Plate F7957 : Shanks 1 *' New Venetian " Siphonic Closet Set, comprising F7961 closet in white Vitreous China ; adjustable 
iron trap, white porcelain enamelled ; F1638 double thickness polished mahogany " Ideal " seat; F8114 low level white 
Vitreous China " Parva " cistern ; F6383 If" (44 mm.) bore brass valveless siphon c< New Rotunda M fittings ; F7962 " Zenith " 
silent-acring ball-cock ; brass flush bend ; F3541 "Adaptus " rubber joint. Not including lid for seat. Fittings chromium-plated . 

Cistern 2 gallons (9 litres) end connections only: 2$ or 3 gallons (11 or 14 litres) bottom or end connections. 

Approx. height 3' 4" (1016 mm.) Approx. projection T 6f* (781 mm.) 

Plate F7958 : Ditto, but with F6688 " Duro n valve fittings; cistern 3 gallons (14 litres) capacity. 

Approx. height 3' 4" (1016 mm.) Approx. projection T 6 J" (781 mm.) 

Plate F7959 : Ditto, but with F7511 low level white porcelain enamelled iron cistern; F6383 If" (44 mm.) bore brass 
wakeless siphon " New Rotunda *' fittings. 

Cistern 2, 2£ or 3 gallons (9, 11 or 14 litres) capacity, end or bottom connections. 
Approx. height 3' 2" (965 mm.) Approx. projection 2' 5f" (756 mm.) 

Plate F7960 : Ditto, but with F7372 3-gallon (14 litres) low level white 
poreek&in enamelled iron cistern ; F6688 " Duro M valve fittings. 

Approx. height 3' 2" (965 mm.) Approx. projection 2' 5J" (756 mm.) 



NOTE.— Trap may be supplied in lead. 

EXTRA 

Lid for seat. 



Full details of traps and vents to be stated when ordering 
State pressure at ball-cock when ordering. 
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PLATE F8135 
PLATE F8136 



< I 



CARLFORD" 



Plate F8135 : Shanks' u Carlford " Siphonic Closet Set, com- 
prising F76I4 closet in white Vitreous China, with " P " trap, 
no vent; F1638 double thickness polished mahogany " Ideal " 

<cn\ , F8114 lew level white Vitreous China "Parva" cistern; 

P6376 If'' (44 mm.) bore lead valveless siphon " Certus " fittings ; 
ball-cock; brass flush bend; F3541 '* Adaptus " rubber joint. 
Not including lid for seat. Fittings chromium-plated. 

I fetem 2 % tUons (S litres) end connections only: 2\ or 3 gallons (li or 14 litres) 
bottom or end connections. 

Approx. height 3' -I " (1016 mm.) Approx. projection 2' 6.J" (775 mm.) 

Plate F8136: Ditto, but with F6688 " Duro " valve fittings; 
cistern 3 gallon (14 litres) capacity. 

- -Appro \. height 3' 4" (1016 mm.) Approx. projection T 6k" (775 mm.) 

Plate F8006 : Ditto, but with F7511 low level white porcelain 
enamelled iron cistern; F6376 If" (44 mm.) bore lead valveless 
siphon ll Certus M fittings. 

Cisi . 2J or Ih.ns (9, 11 or 14 litres) capacity, end or bottom connections. 

Approx. height 3' %* (965 mm.) Approx. projection 2' 5J" (749 mm.) 

Plate F8007 : Ditto, but with F7372 3-galIon (14 litres) low 
level white porcelain enamelled iron cistern ; F668S " Duro " 
valve fittings. 

Approx height 3' 2* (965 mm.) Approx. projection 2' 5£* (749 mm.) 

EXTRA to Plates F8I35 and F8006 

M N- mm!., " brass fittings \\" (44 mm.) bore instead qJ "Certus." 

EXTRAS to all Closet Sets on this page 

i) fitted with F7962 "Zenith" silent-acting ball-cock, reeommended when 

Supply comes direct from pressure main. 
Ljd foi eat. 

801 I b«a1 ttlet piece in painted or white porcelain enamelled iron, with or 

without vent. 

State pressure at ball-cock when ordering. 
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PLATE F8057— "ILFORD " 

Plate F80S7 : Shanks' " Ilford " Siphonic Closet Set, com- 
prising F8060 closet in white earthenware, with " P " trap, no 
mt\ F1638 double thickness polished mahogany ,4 Ideal " seat; 
F7980 low level white earthenware " Parva " cistern ; F6376 
I V (38 mm.) bore lead valveless siphon il Certus " fittings ; ball- 
cock ; white porcelain enamelled flush bend; F3541 <l Adaptus " 
rubber joint. Not including lid for seat. Fittings chromium-plated . 

m. 2 galtons (0 Hires} end connections only : 2£ or 3 gallons (II or 14 litres) 
bottom <•* ■. m.l connections. 

Ap|H height W J]" (10U3 mm.) Approx. projection 2' 71" (800 mm.) 



Plate F8058 : Ditto, but with F7511 low level white porcelain 
enamelled iron cistern ; F6376 \\" (38 mm.) bore lead valveless 
ipbon " Certus " fittings. 

t i "in 2, J 1 , r 3 gallons (9, 11 or 14 litres) capacity, end or bottom connections. 
Appro s bi ight 3' 1-i" (952 mm.) Approx. projection 2' 6A" (775 mm.) 



EXTRA to above 

Rotunda " brass fittings 1 h" (38 mm.) bore instead of " Certus. 



M 



Plate F8059 : Ditto, but with F7246 3-gallon (14 litres) low- 
level white earthenware cistern ; F6119 " Improved Beta " valve 
ftttingg, 

Ai.pmx hi ight 3' 3 J" (997 mm,) Approx. projection 2' 7.1" (800 mm ) 

EXTRAS to Closet Sets on this page 

n att«d with F7962 "Zenith" silent-acting ball-cock, recommended when 
supply comes direct from pressure main. 

Lid tor ■•••it. 

1 HOI 1 outlet piece to painted iron, with or without vent. 

State pressure at ball-cock when ordering. 
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F7511 CISTERN 
(Specified in Plate F80S8 




F7246 CISTERN 
(Specified in Plate F8059) 




SIDE VIEW OF CLOSET 





Secti< 



Plan 



APPROXIMATE ES 



22* (559 mm.) B— 14* (356 mm ) C— 16* ( 106 nm 

E— 10" (254 mm,] 



l> — I2f (324 mm.) 




F80II rron outlet piece, rnav l,r "^ 
.!- trap, witfi Q* wi\ <t • 

utlel for sidi • all — no vent. 
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F7511 CISTERN 
(Specified in Plate F7972) 




PLATE F8208 
PLATE F7971 



i * 



ACRA" 



F7372 CISTERN 
(Specified in Hate F7973) 



Plate F8208 : Shanks' " Acra " Siphonic Closet Set, comprising F6686 closet in white Vitreous China ; brass outlet piece 
through Hoot* as Fig. 1 ; F1638 double thickness polished mahogany M Ideal M seat ; F8114 low level white Vitreous China 
Parva " cistern ; F6376 If* (44 mm.) bore lead Valueless siphon " Certus " fittings ; ball-cock ; white porcelain enamelled 
flush bend; F3541 " Adaptus " rubber joint. Not including lid for seat. Fittings chromium-plated. 

Cistern 2 gallons (9 litres) end connections only: 2| or 3 gallons (11 or 1-1 litres) bottom or end connections, 

Approx. height 3" l\" {946 mm,) Approx. projectfoft 2' 6.f (775 mm. I 

Plate F7971 : Ditto, but with F6688 " Duro " valve fittings; cistern 3 gallon (14 litres) capacity. 

Approx. height 3' 1 j" (946 mm.) Approx. projection 1' 6J" (775 mm.) 

Plate F7972 : Ditto, but with F7511 low level white porcelain enamelled iron cistern; F6376 \\" (44 mm.) bore lead 
\ ilveless siphon M Certus " fittings. 

Cistern 2, 2J or 3 gallons (9, 11 or 14 litres) capacity, end or bottom connections. 
Approx. height T \\\" (895 mm.) Approx. projection T 5\~ (749 mm.) 



Plate F7973 : 

■ 

valve lutings. 



Ditto, but with F7372 3-gallon (14 litres) low level white porcelain enamelled iron cistern ; F6688 " Duro 



■ 



Approx. height 2' I I [" (895 mm.) Approx. projection T h\" (749 mm.) 

EXTRA to Plates F8208 and F7972 

"New Rotunda" brass fittings if (44 mm.) bore instead of "Certus/' 

EXTRAS to Closet Sets on this page 

Cistern fitted with F7962 "Zenith" silent-acting ball-cock, rficon mded wii 
supply comes direct from pressure main. 

Lid for seat. 

Outlet piece through floor, with vent, as Fig. 2. 

I >utlet piece through wall, no vent, as Fig. 3. 

Outlet piece through wall, with vent, as Fi l. 

L C.C. pattern outlet piece through floor, with vent, as I u. 3. 

L.C.C. pattern outlet piece through wall, with vent, as Mg. 6. 

Full details of outlet pieces and vents to be stated when ordering 

State pressure at ball-cock when ordering. 



u~$ 










Fig. I 



Fig. 2 



Fig. 3 



Fig. 4 
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F6707 CISTERN 
(Specified in Plate F8009) 



PLATE F8069— M ACRA 



' 



phonic comprising F6686 closet in white Vitreous China ; brass outlet piece 

38 double tlu ies$ polished mahogany " Ideal " seat; F6384 low level polished mahogany 



Plate F8069 : Shank., 1 " Acra 

thru! as Fig. 1 ; F1638 double ti polished manoganv - . 

cistern ; I (44 mm.) bore I " Certus" fittings; ball-cock; white porcelain enamelled flush ben. 

F3541 ' A " rubber joint. Fitti ig ■ . cd. 



C lions (9, 11 or 14 litres) capacity, 

Approx. projection 2' 6£" {775 mm.) 






EXTRA 

3j* (44 mm.) bore instead at " Certus. 



■ ' 



Plate F8009 : D uo, but with I > low level polished mahogany cistern ; F6688 " Duro " valve fittiru 

f I .) Approx. projection T 5£* (749 mm.) 

EXTRAS to Closet Sets on this page 

silent-acting ball-cock, recommended when 

■m pressure main. 

■ 

r, vent, as Fi 2, 

Fig. 3, 
'•' ' '• it, as Fig. 4. 

' " vi'.h vent, as Fig. 5. 

L ill, with vent, as Fig. 6. 

Full details of outlet pieces and vents to be stated when ordering. 

State pressure at ball-cock when ordering. 








*■ 1 



• 



^ 



3 




Fig. A 




Fig. 5 




Fig. 6 
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Fig. 1 



Fto. 2 




Fig. 3 
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Fig. 4 




Fig. 5 




PLATE F8203— "ORMA 






Fig. 6 



te F8203: Shanks' " Orma ,5 Siphonic Closet Set, comprising F8207 closet 
vhite earthenware ; brass outlet piece through floor, as Fig. 1 ; F1639 single 
:kness polished hazel pine mahogany coloured " Ideal " seat; F7980 low level 
te earthenware " Parva *'■ cistern; F6376 1£" (38 mm.) bore lead valveless 
ion " Certus " fittings; ball-cock; white porcelain enamelled flush bend; 
541 <c Adaptus " rubber joint. Not including lid for seat. Fittings chromium- 
red. 

?rn 2 gallons (9 litres) end connections only: 2J or 3 gallons (11 or 14 litres) bottom or end 
connections. 

Approx, height 3' 2" (965 mm.) Approx. projection 2' 6" (762 mm.) 

te F8204 : Ditto, but with F7511 white porcelain enamelled iron cistern; 
M6 If" (38 mm.) bore lead valveless siphon " Certus " fittings. 

Cistern 2, 2$ or 3 gallons (9, II or 14 litres) capacity, end or bottom connections. 
Approx. height 3' 0" (914 mm.) Approx. projection 2' 6" (762 mm.) 




F7511 CISTERN 
(Specified in Plate F8204) 





' A 






— .— 














WnIhimIo W 



F7246 CISTERN 
(Specified in Plate F8205) 




F7372 CISTERN 
(Specified in Plate F82061 



EXTRAS to above 

" Certus *' fittings \%" (44 mm.) bore instead of 1A" (38 mm.) 
" New Rotunda M brass fittings W (38 mm.) or If (44 mm.) bore instead 
of " Certus." 

te F8205 : Ditto, but with F7246 3-gaIlon (14 litres) low level white earthenware cistern; F6119 " Improved Beta " 
ve fittings. 

Approx. height ,T If (959 mm.) Approx. projection 2' 6" (7(52 mm.) 

te F8206 : Ditto, but with F7372 3-gallon (14 litres) low level white porcelain enamelled iron cistern ; F6119 u Improved 



a " valve fittings. 



Approx. height 3' 0|" (921 mm.) Approx. projection %' 6" (762 mm.) 



EXTRAS to Closet Sets on this page 

Cistern fitted with F7962 M Zenith " silent-acting ball-cock, recommended when supply comes direct from pressure main. 

Lid for seat. 

Outlet piece through floor, with vent, as Fig. 2. 

Outlet piece through wall, no vent, as Fig, .3. 

Outlet piece through wall, with vent, as Fig. 4. 

L.C.C. pattern outlet piece through floor, with vent, as Fig. 5. 

L.C.C. pattern outlet piece through wall, with vent, as Fig. 6. 

State pressure at ball-cock when ordering. 
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PLATE F8016 TQRENTIA " 



khonic Closet Set, comprising F8020 
ith trap, no vent; F1639 single thickness 

fde i F7246 3-gallon (14 litres) 

1 roved Beta" valve fittings; 



• 



>ib F3541 "Adapts" rubber joint. 

d. 

2' HI" 7 si mm.) 



PUtl F8017 



/ 



1 















res) low level white porcelain 
alvc fittings. 









. 



n T (756 mm i 



Plate F8018 



tin vi 

arva 



b white earthenware " P 

siphon " Certus" fittings. 

• Mid connections. 



1 









2' 6}* (781 mm.) 



Plate F6 

• i 



In 







• 



white porcelain enamelled iron 
reli iphon "Certus" fittings. 

end orbottoi, i ctlo&s 

'x. ! ection 2' 5}' (7S8 on,) 

EXTRAS to Plates FB0I8 and 1=0019 only. 

iA n " F If (38 ram |. 

II (3*J mm I or if* (44 mm.) bore ii-t. ,„l 



i 






F6610 



Iron 



I 



11 « mm.) siphon i A] hcighl by y m mm , 

EXTRAS to Closet Sets on this page 

^ «th or without vent. 

State pressure at ball-cock when ordering. 







F7372 CISTERN 
(Specified in Plate F8017) 




F7980 "PARVA" CISTERN 
(Specified in Plate F8018) 




F7511 CISTERN 
(Specified in Plate F8019) 




F7294 " Torentia " closet with bottom centre 
outlet may be supplied instead of F8O20 






i 








< 
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Plate F7397 : Shanks' " Xy Aptus M S.phonic Closet Set, 
comprising F7463 white Vitreous China closer; F1638 
double thickness polished mahogany " Ideal " seat ; F7373 
3-gallon (14 litres) low level white Vitreous China cistern ; 
F6119 "Improved Beta" valve fittings; ball-cock; white 
porcelain enamelled flush bend; F3541 "Adaptus" rubber 
joint. Not including lid for seat. Fittings chromium-plated . 

Approx. height 3' 2|* (984 mm.) Approx. pr- ( . tion - 6* (762 mm.) 



PLATE F7397— " NY APTUS 



i i 



Plate F7990 : Shanks' " Ny Seco " Closet Set, comprising 
F7336 while earthenware closet ; FI639 single thickness 
polished hazel pine mahogany coloured M Ideal v seat ; 
F7248 3-gallon (14 litres) low level white earthenware 
cistern; FH119 "Improved Beta" valve fittings; ball- 
cock; white porcelain enamelled flush bend; F354 1 
"Adaptus" rubber joint. Not including lid for seat. 
Fittings chromium-plated, 

Approx. height ;V 1^" (059 mm.) Approx. projection T 6|" (768 mm.) 



EXTRAS to Closet Sets on this page 
Cittern fitted with 17962 " Zenith" silent-acting bati-coek, 

■ ' ommended when supply comes direct from pressure main. 
I i I for seat. 



State pressure at ball-cock when ordering. 




PLATE F7990— - NY SECO " 
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PLATE F7991— "ORWOOD" 



Pla< F7991 



n Jet Closet Set, comprising F7074 white Vitreous China closet; 

I !34 lydrus" valve; brass flush pipe ; F6243 " Fixus " joint, 
mium-plated 



F5771 double 
Not including 



i 









i 






live 2' 8* (762 mm.) 



Approx. projection 2' 2\" (673 mm.) 



. 






' hlterent sizes to suit the following pressures 

ive from 5 to 15 lbs. per square inch. 
Ive over 15 and up to 25 lbs. per square inch. 
1 !ve over 25 lbs. per square inch. 

cnale t pipe. 



Thi rssure at valve should not be less than 5 lbs. per square inch. 

EXTRA 

Lid for seat. 
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The (< Kelso" Closet is recommended from a health 
point of view owing to its low height and sloping top. 

These features cause the user to adopt a posture most 
calculated to promote satisfactory evacuation. 

An additional advantage is its suitability for children. 
The usual W.C. is too high for young children to 
use comfortably, whereas the " Kelso " is exactly the 
correct height. 



25^2 



u- 
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PLATES F8394 and F8395— " KELSO M 

Plate F8394 : Shanks' " Kelso " Washdown Siphonic Closet Set, comprising 
F8413 white Vitreous China closet ; F1638 double thickness polished mahogany 




joint. Not including lid for seat. Fittings chromium-plated. 

Cistern supplied with bottom or end connections. 
Approximate height T KIT (876 mm.). Approximate projection T 9" (838 mm.) 

Plate F8395 : Ditto, but with F6688 " Duro " valve fittings ; cistern 3-gallon 
(14 litres) capacity. 

&pprQ*imate height 2' 101" (B76 mm.). Approximate projection 2' 9" (838 mm.) 

Plate F8396 : Ditto, but with F7372 3-gallon (14 litres) low level white 
porcelain enamelled iron cistern ; F6688 " Duro " valve fittings. 

Approximate 111 ight 2' 81" (825 mm.). Approximate projection T 8j" (81 9 mmj 

Plate F8397 : Ditto but with F75I1 3-gallon (14 litres) low level white 
porcelain enamelled iron cistern ; F6376 \\" (38 mm.) bore lead valveless siphon 
11 Certus " fittings. 

Cistern supplied with bottom or end connections. 
Approximate height 2' 8A-" (825 mm.). Approximate projection 2' S\" (819 mm.). 

Plate F0398 : Ditto, but with F7373 3-gallon (14 litres) low level white 
Vitreous China cistern ; F6119 " Improved Beta " valve fittings. 

Api-. .-xim Lte i.. sight 2' 104" (876 mm.). Approximate projection V 9" (838 mm.) 

EXTRAS to Plates F8394 and F8397 

I ertus n fttttogs l$* (44 mm.) bore instead of U" (38 mm.) . 

"New Rotunda" brass fittings i? (38 mm.) or if (44 nim.) bore msti 1 

of " C( ttllS." 



EXTRAS to Closet Sets on this page 
Ostein I.IL-4 with F7962 "Zenith" silent-acting ball-cock, recommended 
When supply comes direct from pressure mam. 

Lid tot st it. 
traighl outlet piece in unpolished brass. 
Bent outlet piece in unpolished brass. 

State pressure at ball-cock when ordering. 




F7372 CISTERN 
(Specified in Plate F«39fi) 




F7511 CISTERN 
(SpeciLiod in Plate I N397) 




F7373 CISTERN 
(Spec-UK ! .. Plate F839A 





Straight outlet piece 



Bene outlet piece 
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PLATE F7981 | 
PLATE F7982 



- "AEMiROL 



rur I 




li F7981 : Sh.li.. Kr. VVi%hd..vwi 1! 

rr V irn i> ( Jnn.i . Umt . I IKJfl JotiMc 'hi. knm* pol m.< *-.ir I 
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F7982 : Ditto but »ul I I nun 
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PLATE F8242— " NEOSAN " 



Plate F8242 : Shanks* " Neosan " Washdown Closet Set, comprising F7263 
white Vitreous China closet ; F1639 single thickness polished mahogany " Ideal " 
at ; F81 1 4 low level white Vitreous China " Parva " cistern ; F6376 1 f" (38 mm.) 
bore lead * alveless siphon •-' Certus " fittings ; ball-cock ; white porcelain enamelled 
flush bend; F3541 " Adaptus " rubber joint. Fittings chromium-plated. 

Cistern 2 gallons (9 litres) end connections only: %\ or 3 gallons (11 or 14 litres) 
bottom or end connections, 

Apj'i-ox. height 3' 5J" (1047 mm.) Approx. projection 2' 6}" (768 mm.) 



iron 



Plate F7999 : Ditto, but with F7511 low level white procelain enamelled 
iatern F6376 1 1" (38 mm.) bore lead valveless siphon " Certus " fittings. 

Chi- iii 1. 2} or 3 gallons (9, 1 1 or 14 litres) capacity, end or bottom connections. 
Approx. height 3' 34" (1003 mm J Approx. projection 2' Q\" (768 mm.) 

EXTRAS to above 

" GtUs " fitting? I,?" (44 mm.) bore instead of U" (38 mm.). 
" New Rotunda " brass fittings U" (38 mm.) or If (44 mm.) bore instead 
of " Certus." 

NO I i — In 2k and 3 gallons capacities use of 1 f" (44 mm.) siphon reduces overall height by 3" (76 mm.) 

Plate F7365 : Ditto, but with F7373 3-gallon (14 litres) low level white Vitreous 
I 'hina cistern ; F61I9 41 Improved Beta " valve fittings. 

Approx. height 3' 2" (965 mm.) Approx. projection 2' 1" (787 mm.) 



Plate F8000 : D 

porcelain enamelled 

Approx. height 3' 0|* (927 mm.) 



it to, but with F7372 3-gallon (14 litres) low level white 
[ iron cistern; F6119 "Improved Beta " valve fittings. 



Approx. projection 2' 6J" (768 mm.) 




F7511 CISTERN 
(Specified in Plate F79991 




F7373 CISTERN 
(Specified in Plate F7365) 




F7372 CISTERN 
(Specified in Plate F8000) 



EXTRAS to Closet Sets on this page 
Cistern fitted with F7962 « Zenith " silent-acting ball-cock, recommended when supply comes direct from pressure main 
Lid for seat. 

Full details of traps and vents to be stated when ordering. 
State pressure at ball-cock when ordering. 
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PLATE F8243-" ARROW" 



Plate F8243 5 hdovvn Closet Set, comprising F7315 

j w I rin F1639 single thickness polished 

h ! ; ; F I low level white earthenware 

Pan 

b 



siphon il Certus M fittings ; 
pori lush bend; F3541 " Ada 



» ( 



aptus " rubber 






onl) 5 I gallons 1 1 1 or 14 litres) 



Qj 






ti _' 7' (787 mm.) 



Plate F7996 



• 






1 U ■ level white porcelain enamelled 

siphon lk Certus n fittings. 

r h m connections. 
6 | 768 ram.) 

EXTRAS to Above 









. 



■ ' I - mm.), 
u If U4 aw bore instead 









Hir. rail height by 3" (76 mm.). 

23U ' -'"- (M litres) low level white 



1 Beta valve fittings. 
I' m n«.) Ap ( Lion T T (787 mm.) 



Plat* F799B \ D 

n 



pnamrn " 2 3-RaUon (14 litres) low level white 

W»» tmptwed Beta- valve fittings. 

Approx. r "6K (76iS mm.) 




F7511 CISTERN 
(Specified in Plate F7996) 




F7246 CISTERN 
(Specified in Plate F7997) 




F7372 CISTERN 
[Specified In Plate F79^ 



ted with F EXTRAS to Closet Sets on this page 

L tmh «Cttng b ■ k. recommended wbi supply comes direct from pressure main. 

Full derails of traps and vents to be stated when ordering. 
State pressure at ball-cock when ordering. 
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PLATE F8244— "NEW NISA 



J * 



* n 



Plate F8244 ; Shanks' " New Nisa " Washdown Closet Set, comprising 
F724.'i white earthenware closet with half-box rim ; F1639 single thickness polished 
hazel pine mafaoganv coloured " Ideal " seat ; F7980 low level white earthenware 
"Parva" cistern] F6376 U" (38 mm.) bore lead valveless siphon " Certus " 
fittings; ball-cock; white porcelain enamelled flush bend; F3541 " Adaptus " 
rubber joint. Fittings chromium-plated. 

Cistern 2 gallons (9 litres) end connections only: 2| or 3 gallons (11 or 14 litres) 
bottom or end connections m 

Appro* height 3' 5J* (1047 mm.) Approx. projection 2 6J (//o mm.) 

Plate F7510 : Ditto, but with F75II low level white porcelain enamelled iron 
einern; F637S 1 \" (38 mm.) bore lead valveless siphon " Certus 5> fittings. 

Cjstrru '1, 21 or 3 gallons (9, 11 or 14 litres) capacity, end or bottom connections. 
Approx. beighl 3' U" (1003 mm.) Approx. projection 2 5j (7»6 mm.) 

EXTRAS to above 

" Certus " fittings if (44 mm.) bore instead of 1 i" (38 mm.). 

"New Rotunda" brass fittings I J* (38 mm,) or If (44 mm.i bore instead 

of N ;Certys." 
tn i\ and 3 gallon capacities use of If (44 mm.) siphon reduces overall height by 3" (76 mm.) 

Plate F7245 : Ditto, but with F7246 3-gallon (14 litres) low level white 
earthenware cistern; F6119 "Improved Beta 1 * valve fittings. 

Approx. height 3' 2" (965 mm.) Approx. projection 2' 6 J" (775 mm.) 

Plate F7371 : Ditto, but with F7372 3-gallon (14 litres) low level white porcelain 
enarm lied iron cistern ; F61 19 " Improved Beta " valve fittings. 

Approx. height 3' 0J-* (927 mm.) Approx. projection 2' 5:1" (756 mm.) 



OTE.— 




F7511 CISTERN 
{Specified in Plate F7510) 




F7246 CISTERN 
(Specified in Plate F7245) 




F7372 CISTERN 
(Specified in Hate F7371) 



EXTRAS to Closet Sets on this page 

Cistern fitted with F7962 " Zenith " silent-acting ball-cock, recommended when supply comes direct trom pressure main. 

Lid tor seat. 

DEDUCTION applicable to Closets on this page 

Open rim instead of half-box. 

Full details of traps and vents to be stated when ordering. 

State pressure at ball-cock when ordering. 
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The "Compacto" is restricted in 
overall dimensions to suit small 
compartments. It will be found 
suitable for a position below a 
window where the height between 
the sill and floor is not sufficient for 
other types of closets. 

The seat is carried back to the face 
of cistern with which it makes a 
close fit, and this feature completes 
a most pleasing combination. 



PLATE F7977— "COMPACTO" 



Plate F7977 : Shanks' " Compacto " Washdown Closet Set, comprising 
F7243 white earthenware closet with half-box rim ; F7978 single 
thickness polished hazel pine mahogany coloured " Compacto " seat 
and lid ; F7246 3-gallon (14 litres) low level white earthenware cistern ; 
F6119 Improved Beta* 5 valve fittings; ball-cock; brass connecting 
pipe with inlet joint. Fittings chromium-plated. 



Approx. height 2' 9" (838 mm.) Approx. projection 2' 3|* (698 mm.) 



Note.— The overall projection may be reduced to 26" (660 mm.) if this closet s 
supplied with Shanks 1 Patent il Pacto " Seat ; particulars on applitc i >n. 

EXTRA 

Cistern fitted with F7962 " Zenith " silent-acting ball-cock, recommerided 
when supply conies direct from pressure main. 

Full details of traps and vents to be stated when ordering. 
State pressure at ball-cock when ordering. 



>et is 




StDE VIEW SHOWING REDUCED 
HEIGHT AND PROJECTION 
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The " Lobac " Closet is recommended from a 
health point of view owing to its low height and 
sloping top. 

These features cause the user to adopt a posture 
most calculated to promote satisfactory evacuation , 

An additional advantage is its suitability for 
children. The usual W.C. is too high for young 
children to use comfortably, whereas the " Lobac " 
is exactly the correct height. 




F7372 CISTERN 
(Specified in Plate F8003) 



PLATE F7526— "LOBAC 



? > 



Plate F7526 r Shanks' " Lobac " Washdown Closet Set, comprising F7527 
white heavy earthenware closet with box rim ; F1639 single thickness polished 
hazel pine mahogany coloured " Ideal " seat ; F7246 3-galIon (14 litres) low 
level white earthenware cistern ; F6119 <c Improved Beta " valve fittings ; ball- 
cock; white porcelain enamelled flush bend; F3541 " Adaptus " rubber joint. 
Fittings chromium-plated. 

Approx height T 11" (889 mm.) Approx. projection 2' T (787 mm.) 



Plate F8003 : Ditto, but with F7372 3-gallon (14 litres) low level 
porcelain enamelled iron cistern ; F6119 " Improved Beta " valve fittings. 

Approx, height 2' 9 J" (845 mm.) Approx. projection T 6" (762 mm.) 



white 




Plate F8004 : Ditto, but with F7980 low level white earthenware " Parva " cistern ; 
F6378 H" (38 mm.) bore lead valveless siphon " Certus " fittings. 

fiistefia 2 galloas (9 litres) end connections only : 2J or 3 gallons (1 1 or 14 litres) 
bottom or end connections. 
Approx. height 3' 2\" (972 nam.) Approx. projection T 91" (845 mm.) 



F7980 " PARVA " CISTERN 
(Specified in Plate F8004) 



\S : Ditto, but with F7511 low level white porcelain enamelled iron 
J37S U" (38 mm.) bore lead valveless siphon "Certus" fittings. 



Plate F8005 

cistern ; F6 

Cistern 2, 2i or & gallons (9, 11 or 14 litres) capacity, end or bottom connections. 
Appmx. height 3' ()}* (921 mm.) Approx. projection 2' 6" (762 mm.) 

EXTRAS to Plates F8004 and F8005 only 

" Certus " fittings If" {44 mm.) bore instead of 1J* (38 mm.). 
M New kMm.da ,! brass fittings U" (38 mm.) or If" (44 mm.) bore instead 
of » Certus." 

Um K.— In 2| arid 3 gallon capacities use of 1 1* (44 mm.) siphon reduces overall height by 3" (76 mm.) 

EXTRAS to Closet Sets on this page 
eastern fitted with F7962 " Zenith " silent-acting ball-cock, recommended when supply comes 

direct from pressure main. 
Lid for seat. 

Full details of traps and vents to be stated when ordering. 
State pressure at ball-cock when ordering. 




F7511 CISTERN 
(Specified in Plate F80G5) 
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F8174 CISTERN 
Plate i i 1 few 




PLATE F8074 ' REMIROL " 

Plate F8074 : " Remirol M Wasii mi Closet 

Sei compri in- I 7HMH white Vitreous China * 

FIB38 double thickness polished mahoj U M Ideal 

MMf ; l-ssMi; J-L'.illon (9 litres) whit< porcelain 

namctl >n cistern; I- ^S97 lead vaheless tiphOD 

{ " Rti i I). ill cock ; brs • tin and rxibtx 

bull pull -, F405I white porcelain enamelled ron 

bra,| I '"J/ IA (is nun.) brass Rush pip* with 

' l"i F354I \ " rubber joint. I ittingi 

n i urn | • I . i ? * .. I 

Plate F8075 : |),ti... but with F8174 -gallon 
• litres) white Vitreous China cisti n ; 1 >H97 lead 
less siphon i ci rus " fittings. 



PLATE F8077 " NEOSAN 






Plate F8077 : Shan N Mil V *n i 

comprising I \ * <>u» i hina 

I h. *9 > p. ;hed rmh< Ideal 

seat ; I 7> J96 gallon \%hit< n 

enan lied iron < I ^ ? W7 lead i »h#m 

( fitting : hi • -.hair ml St* 

ball-pull ; F4oS| wl »ell ir<»n 

bracket 27 I J* - mm.) braaa rtu«.h pipe ^ ith 

I . I tdapfUl ruW»rr I ittir. 

hrornium-pl 



Plate F8078 : Ditto, but *ith 

HlfM 

el ess 



Vitreous t hina 
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EXTRAS eo Cfo*ct Sett on th.» page 

l.^Jbreai . 

in pressors* ro-nn 

I i ! 1 1 | -.il 

^.n. n i MM. - 

Full detail* of traps ami vonti to bo *tat«d when Sjfsfen* 
State pre«ure *t ball-cock *»h*n ord«rmf 
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PLATE F7531— "NEW NISA 






PLATE F8080 -"ETTRICK 



I I 



Plate F7531 : Shanks' " Sen Nisa' Washdown ( la 

Set coi ingl 7243 whit* euthemrorc clcisct w 

I '■ ■ thicknes Wished hazel pin ( 

>loun<l Ideal " seat, with chromium -plated h » r u ■« 

l-g&Uofl (14 litre i " Libo " valve siphon \ 

in cistern, with lugs for verewmg to wall. I 
galvanized pull md chain; F2927 l{" ( 

• /.ed • rl tt I- i opic Hush pipe, with < lip . I 

Add tin joint. Ao/ im ; cover fat cistern. 

Plate F8OB0 : shanks' ' I ttnek M Waofldown (I 

rising F7443 white hesvj earthenware den 

open rim ; fittings as above. 

EXTRA 

f f I lb I 

KuM :»li-| .II and rhr<>in 



Plate F7529 : Shanks "New N lis* " \Y. 
( lost i Srt, as above, but with F7530 white wood lea 
aod i ailed, stained and \amished, with **b 

less siphon fittings, ball-cock and chrormum-plstrd 
chain h ruhlwr ball pull 

Plate F8081 : ^hank* E k" Wtthdowi Oa 

Lomp t j £_• J 7442 white hea\ > earthenware 
with open i ; fittings as above. 

when ordering. 
ordering. 
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F7556 " LIBO " CISTERN 
(Specified in Plate F8083) 



PLATE F8082— "IMPROVED ESCO " 

Plate F8082 : Shanks' w Improved Esco " Washdown Closet Set, comprising 
F3662 closet in fireclay, white inside and outside ; F1639 single thickness polished 
hazel pine mahogany coloured -' Ideal " seat, with chromium- plated hinges ; F7316 
2-gallon (9 litres) " New Cyclo " valveless siphon cistern in painted iron, with lugs 
lor screwing to wall ; F3556 galvanized iron pull and chain ; F2927 \\" (32 mm.) 
galvanized steel telescopic flush pipe w T ith clip ; F3541 " Adaptus " rubber joint. 

EXTRAS 

3-gallon (14 litres) cistern. 

Rubber ball-pull and chromium-plated chain, 

Plate F8083 : Ditto, but with F7556 3-gallon (14 litres) €t Libo " valve siphon 
cistern in painted iron, no cover. 

EXTRAS 

Cover for " Libo " cistern. 

Rubber ball-pull and chromium-plated chain. 

Full details of traps and vents to be stated when ordering. 

State pressure at ball-cock when ordering. 
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PLATE F7546 
" ORISSA "• 



PLATE F7543— "ORISSA 



» n 



Plate F7543 : Shanks* " Orissa M Eastern Closet, comprising F7544 do 

and raised >t treads, in white Vitreous China, for sinking into Ho 
,,te Vi 'una 4t P H trap, no vent. 

Plate F7546 : Ditto, but with F7S47 closet with top inlet, for sinking into 
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DEDUCTION 
Without trap. 

approximate 
Sizes. 

22" (55^ mm 

17* (432 mm.) 
i:r (444 mm ) 
12 KJ5 mm.) 
isr (470 mm.) 

; flK4 mm,) 

351* [902 mm.) 
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PlATt F8262 SHANGHAI 
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PLATE F1671— " BURMA" 



ate F1671 : Shanks' " Burma " Eastern Closet, comprising F5806 closet 
with raised foot treads, in fireclay, white inside and on top, buff underneath, 
r sinking into floor ; F5559 buff fireclay " P " trap, no vent. 

DEDUCTION 

Without trap. 





< 



Section 



Plan, 



PLATE F8260— "BURMA M 



Approximate Sizes. 

A 31" (787 mm.) D 23" (584 mm.) 

B 31" (787 mm,) E 10" (254 mm.) 

C 191" H«9 mm.) F 381* (971 ram.) 



Plate R2M) : shank | > Closer Set, comprising F5806 

os * d foot treads in fi inside and on top, burl 

un<: ir sinking iff fireclay 4> V n trap, no vent ; 

14 litres) lew Cy alveless siphon cistern in 

paaited u For sere* F3556 galvanized iron pull 

; ; H (32 mm anized steel flush pipe with clip; 

F3&41 A ' rubber n\ 

Plate F8261 : Ditto, but wiffa F8324 lion (14 litres) " Reliable " 

valveles iphon of cistern in painted iron. 









EXTRAS 

is 

'-■• 1 outside 



Full details of traps and vents to be stated when ordering. 
State pressure at ball-cock when ordering. 







F8324— " RELIABLE " MOSQUITO-PROOF CISTERN 

(Specified in Plate F8261) 

India— Pal. 17891 
U.K.— Pal. 362245 
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A 
B 
C 
D 
E 



Approximate 
Sizes 

24" (610 mm.) 
\H" (343 mm.) 
1 6" (406 mm.) 
14" (356 mm.) 
9J* (241 mm.) 




F7970 : Shanks' " Argos >y Siphonic Closet, in white Vitreous China, 
with front lip, seat extension, and separate adjustable brass outlet piece. 



F7970 -"ARGOS" 





Approximate 
Sizes 

A 22r (578 mm.) 

B 144* (368 mm.) 

C 15.r (400 mm.) 

D 12.1" (324 mm.) 

E IDT (267 mm.) 




F6686 : Shanks' " Acra " Siphonic Closet, in white Vitreous China, wi 
seat extension and separate adjustable brass outlet piece. 



F6686— ,l ACRA 



* t 





Approximate 
Sizes. 

\ 21 V (546 mm.) 
B 14" (356 mm,) 
C 16" (406 mm.) 
D 11 i" (292 mm.) 
E 10" (254 mm.) 




F8207 : Shanks' " Orma M Siphonic Closet, in white earthenware, with seat 
extension and separate adjustable brass outlet piece. 



F8207— "ORMA 



» » 



3 s 








r ig. 1 



Fig. 2 



Fig. 5 



Fig 3 Fi «- 4 

Closets on this page may be supplied with outlet pieces as Figs. I to 6, 
Full details of outlet pieces and vents to be stated when ordenng. 



Fig. 6 
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F8020— "TORENTIA 
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A 



Approximate Sizes 




A 

B 
C 

D 

E 



19A 

ir 

16" 
12" 
10" 



ft 



{495 ram,} 
(356 mm.) 
(406 mm.) 
(305 mm.) 
{'254 mm.) 



F8020 : Shanks' " Torentia " Siphonic Closet, in 
hite earthenware, with seat extension, " P " trap. 

EXTRAS to F8020 only 

F6618 bent outlet piece in painted iron, no vent. 
Ditto, ditto. with vent. 





F6618 
Outlet piece. 






i 






i 










F7294— "TORENTIA' 




Approximate Sizes 

A IS" (457 mm.) 

B 14" (356 mm.) 

C 15r (394 mm.) 

D 12|* (317 mm.) 

E K)i" (267 mm.) 







F7294 : Shanks' " Torentia " Siphonic Closet, in white earthenware, with 
seat extension, bottom outlet. 



, 
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F7463— "NY APTUS " 




F7336— "NY SECO 



" * 







Approximate 
Sizes 

A 21£" (546 mm.) 

B 144" (36| BUB 

C 174" (444 mm.) 

D II y (292 mm.) 

E 10" (254 mm.) 




F7463 : Shanks* l( Ny Aptus " Siphonic Closet, in white Vitreous 
China, with seat extension, bottom outlet. 




Approxima i e Si /i s 

A 19" (4«:i mm.) 

B 14" (H5t> mm.) 

G l^r (394 mm.) 

I ■ is @ns uim.) 

I in,!" (2W) mm. j 




F7336 : Shanks' l< Ny Seco " Siphonic Closet, in white earthenware, with 
seat extension, bottom outlet. 




Approxi 


VIATE Sl/^ES 


A 271 


(698 mm.) 


B 14 


('356 mrru 


C 15" 


)&) mm.) 


C 15 


(394 mm.) 


L in" 


(254 mn 



F7074: Shanks* 

4< Or wood * Siphon Jet 
Closet, in white Virreous 
China, with front lip, seat 
extension, bottom outlet. 





F7074- "ORWOOD 



» i 
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Approximate Sizes 



A 24" (610 mm.) 
B 14" (356 mm.) 
C 13f (349 mm.) 



D 13" (330 mm.) 
E 9|* (248 mm >) 



F7986 : Shanks ' " Remirol ' 
Washdown Closet, in white 
Vitreous China, with seat ex- 
tension. 





F7986— "REMIROL" 

The " Remirol " Closet is recommended from a health point of view owing to its 
Low height and sloping top. 

The 6 atun cause th user to adopt a posture most calculated to promote satis- 
factory evacuation. 

An additional advantage is its suitability for children. The usual W.C. is too high 
for yarn children to use comfortably, whereas the "Remirol" is exactly the 
correct height. 
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F2281 — " MODERN" 




F7334 'ASSAM" 



Approximate Sizes 



A 24" (610 mm.) 
B 14" (356 mm.) 
C 15" (381 mm.) 



D Vll" (324 mm.) 
E 10" (254 mm.) 



>j 



F2281 : Shanks' " Modern 
Washdown Closet, in white 
Vitreous China, with seat ex- 
tension. 



Approximate Sizes 



'.Ml" (<316 mm.) 
B 14" (356 mm.) 
C 16" (406 mm.) 



D 13 A" (343 mm.) 
E 10" (254 mm.) 



F7334 : Shanks* " Assam " 
Washdown Closet, in white 
earthenware, with half-box rim, 
seat extension. 



Full detailCof traps and vents to be stated when ordering 
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Approximate 




Sizes 


A 


23" (584 ram.) 


B 


14" (356 mm.) 


C 


16" (406 mm;.) 


D 


12" (305 mm.) 


E 


IGF (267 mm.) 




F7263 : Shanks' " Neosan " Washdown Closet, in white Vitreous China, 
with half- box rim, seat extension. 












F7263- "NEOSAN" 




F7315— "ARROW 



* > 







Approximate 




Sizes 


A 


23" (584 mm,) 


B 


1 4" (356 mm.) 


C 


16" (406 mm.) 


D 


12" (305 mm.) 


E 


10i" (267 mm) 







F7315 : Shanks' "Arrow" Washdown Closet, in white earthenware, with 
seat extension. 

With open rim or half -box rim. 




Approximate 
Sizes 

\ 20i" (521 mm.) 

B 13i" (343 mm.) 

C 16" (406 mm.) 

D 12i" (317 mm.) 

E MIA" (267 mm.) 




F7243 : Shanks' "New Nisa M Washdown Closet, in white earthenware, 
with seat extension. 

With open rim or half -box rim. 












F7243 "NEW NISA' 



Full details of traps and vents to be stated when ordering. 
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F4963- "RADNOR 



> » 




F7527— " LOBAC 



* I 




Approximate Sizes 

A 201" (521 mm.) 

B 141* (368 mm.) 

C 16* (406 mm.) 

D 121" (317 mm.) 

E 111* (292 mm.) 




F4963 : Shanks' " Radnor " Washdown Closet, in white earthenware, 
with open rim, seat extension. 



A- 




Approximate Sizes 

A 201"" (521 mm.) 

B 13}" (349 mm.) 

C 14" (406 mm.) 

D It J" (298 mm.) 

E 10A" (267 mm.) 




The " Lobac " Closet is recommended from a health point - 

w owing to its low height and sloping top. 
These features cause the user to adopt a posture most calculate 
to promote satisfactory evacuation. 

An additional advantage is its suitability for children. Tl 
J W.C. is too high for young children to use comfortab! 
i the " Lobac " is exactly the correct height. 



F7527 : SI w Lobi " T in white heavy earthenware, with box rim, seat extension 





Approximate Sizes 


A 


201* (521 mm.) 


B 


13J* (349 mm.) 


c 


16* (406 mm.) 


D 


12" (305 mm.) 


E 


LQJ* (260 mm.) 




£ 



F7442 : -hanks' " Ettnck " Washdown Closet, in white heavy earthen' i. 
with open rim, seat extension. 



F7442— "ETTRICK 



Full details of traps and vents to be stated when ordering. 
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F8070 



1 1 



CENTRIC" 




F8071— " EXCENTRIC " 



F4653— "PLINIUS 



1 9 
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Approximate Sizes 



A 


19" 


(483 mm.) 


B 


14" 


(356 mm.) 


C 


16" 


(406 mm.) 


D 


12* 


(305 mm.) 


E 


10V 


(267 niiii.i 




F8070 : Shanks' " Centric tr Washdown Closet, in white earthenware, with open 
rim, seat extension, bottom centre outlet. 




Approximate SIZES 

A 19" (483 rn.n.) 

IB I4|" (368 nun.) 

C 16* (406 mm I 

D l'J" (305 mm.) 

E I (>A " (267 mm.) 




F8071 : Shanks' " Excentric " Washdown Closet, in white earthenware, with open 
rim, seat extension, bottom back outlet and vent- 
May be supplied without vent. 







F4653 



F4654 



F4653 and F4654 



Approximate Sizi 
P46S3 and F4654 



A 


19" (483 mm.) 


D 13* (330 mm.) 


B 


14.1" (368 mm.) 


i 12' (305 mm) 


C 


16" (406 mm.) 





• Shanks' li Plinius " Washout Closet, in white earthemvan 
^n rim *eat extension, bottom outlet, " S " trap and vent. 



F4653 

with open rim, seat extension, 

May be supplied without vent. 

F4654 : Ditto, but with " P " trap, no vent. 

Full details of traps and vents to be stated when ordering 
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F8072-"CARNOCK 



» * 




F71 BALGRAY" 





F&073 -' KALMAR M 




]h<nnm[ks 




Approximate Sizes 

A 20r (521 mm.) 

B J 31-" (343 mm.) 

C 14? (406 mm.) 

D 124" (317 mm.) 

E 10r (267 mm.) 




F8072 : Shanks' " Carnock " Washdown Closet, in earthenware, cane outside, 
Kite inside, with open rim, seat extension. 




Approximate Sizes 

A 20r (521 mm.) 

B 14r(362mm.) 

G 16r(419mm.) 

D 12}" (311 mm.) 

E 10 J" (260 mm.) 




F7153 : Shanks' " Balgray " Washdown Closet, in earthenware, cane outside, 
white inside, with open rim, seat extension. 



rfe 





- 



A 





Front Outlet 



Centre Outlet 



Back OuLUt 



Approximate Sizes 



A 
B 
C 



t& (483 mm.) 

1 4" [3«8 mni.j 
1l5" (406 mm.) 



D 12T (317 mm.) 
E 10 J" '267 mm.) 



F8073 : Shanks' " Kalmar " Washdown Closet, in 
earthenware, cane outside, white inside, with open 
rim, bottom outlet, seat extension. 

2f f . ;;H , 7 r " RJ1V ^supplied with front outlet no vent. 
ceiiu iLiet no vent, and back outlet with and without veilt! 

Full detail of traps and vents to be stated when ordering. 




' 









< 






* 
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F3662— "IMPROVED ESCO' 





A 
B 
C 



Approximate Sizes 

23V' (597 mm.) D 11" (279 mm.) 

KS" (381 mm.) E 10" (254 mm.) 

16" (406 mm.) 



F3662 : Shanks* " Improved Esco " Washdown Closet, in firecl 
with seat extension. 

Supplied in two finishes — 

White inside and buff outside. 
White inside and outside. 



ay 







* 









A 
B 
C 



Approximate Sizes 

23 J* (597 ram.) D 11" (279 mm.) 

15" (381 mm.) E 10" (254 mm.) 

16" (406 mm.) 



F4651 



• « 



IMPROVED ESCO" 



F4651 : Shanks' " Improved Esco " Washdown Closet, in fireclay, 
with hardwood insets. 



Supplied in two finishes 



White inside and buff outside. 
White inside and outside. 
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PLATE F5072— "MADURA 

















Section. 



Plan. 



Approximate Sizes. 
A 25" (635 mm.) D 20" (508 mm.) 

Al 23" (584 mm.) E 10" (254 mm.) 

B 13$* (343 mm.) F 30A" (775 mm.) 

C IJBJf (413 mm.) 

Plate F5072 : Shanks* *■• Madura " Eastern Cloai 
comprising F6793 closet in white earthenware, for sinking 
into floor ; F6792 white earthenware " P " trap and vent. 



— ^ 







I 




Section 



Plan 






- Approximate Sizes. 
A 23" (584 mm.) D 161" (413 mm.) 

Al 19£" (495 mm.) E 11" (279 mm.) 

B 14" (356 mm.) F 29f (756 mm.) 

C L6j* (415 mm.) 

Plate F5948 : Shanks 5 " Adras " Eastern Closet, ex 
prising F6794 closet in white earthenware, for sinking n 
floor : F6792 white earthenware " P " trap and vent. 



• 









PLATE F5946— "ADRAS 






zDUCTION applicable to above closets. 

Without trap. 



traps and vents to be stated when ordering 




F6787 : Shanks' Eastern 
Closet Slab, with raised 
foot treads, in white fire- 
clay, no flushing rim. 





Approximate 




Sizes. 


A 


20 J" (514 mm.« 


B 


201* ( 5l4 mn 


C 


31" (S3 mm.) 


D 


12J" (317 mm.) 


E 


7J" (1^7 mu 





I 



6 






F6787 



l£4a 





A 

n 



F6962— " PARIS" 

(AVfli/ ' Dt :n X.>. 749220) 

=6962 : Shanks 1 " Fans M One-piece Eastern Closet, with raised foot i id-, .md trap with vent, m fireclay white in»id> 

top, hull uiuli-t ru-iiih, lor sinking into H x>r. 




" (763 ana D 15 

MM i L 10" 

i: (4 vj i i i si- 







PLATE F4519 



• • 



UNION M 



Plate F4519 : Shanks' Union" Eastern Closet, com- 
pri*in •.' K5807 cl« i in fireclay, white inside and bt 
outside hi sinking into Moor; FS77M buff fire da\ I* ' 

trap, no \<nr 

EXTRA 

W li •■ ivn-v lay t r» u I pi 1 1*-- 

DEDUCTION 

Wjl 1 1 1.1 ■!(• 






Ar 



\ 



I 



D 21 








n*>« 



ln*eC showing trud p'lte 



A FT i 

I imS ami 

li I run 

1 371 




A 






• 




F4851 

F48S1 : Shanks' lastern Unset Slab, with raised foot 
"• m v itc fireclay, no Rushing rim. 

I Ufa tJftfc || suita! »or u« mih Fist* F451S ' • 
Full det^.li of traps and vents to be stated when ordermg 




8 

















3 









.41. 




Hnca milks 







A 
B 



Approximate 
Sizes 

27" (686 mm.) 

lOi" (273 mm.) 



BI 22 

C 

D 

E 

H 

M 



«* ^ — 



19" 

7 

14" 

10* 



(578 mm.) 
(305 mm.) 

4S3 mm.) 
(178 mm.) 
(356 mm.) 

254 mm.) 



F7180— "SARNUS 



• > 



F7180 : Shanks 1 <( Sarnus " E tern Closet, with raised tread plates, in 
wi earthenware, for sinking into ! , b S cleaning eye. 

Closet two with outlet at left-hand side, but 

may be supplied with outlet at right-hand side. 






Approximate 




Sizes. 




Small Size. 


A 


2s.r (724 mm.) 


Al 


22J* (572 mm.} 


n 


134* (343mm.) 


c 


18A" (4 7u mm.) 


D 


19JT (495 mm.) 


E 


](){" (260 mm.) 


F 


ACT (1016 mm.) 



PLATE F4490— " BOMBAY M 



Medium Size. 

A 31" (787 mm.) 
Al 25" (635 mm.) 

F 424" i .1080 mm.} 
Other sizes as above. 

Large Size 

A 33* (838 mm.) 
Al 27* (686 mm 
F 44 r (1130 mm i 

Other siz< - jtx)ve. 






a\ 






Plate F4490 : S}, 

' Eiktn 

r 









rn 



I ' mprising FG791 

- white earthenware 




Section. 





T 

E 



^^» 





M- 



Plan, 




Section. 




Plan. 



DEDUCTION 



Full details of traps and vents to be stated when ordering 
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jhoirnlks 



THE 



HYDRUS 



VA LV E 



for flushing water closets, is the outcome of many years 
of experience in the manufacture of flushing valves. 




It j 

j a 



i 



There is no waiting bet\v< 



at mple and i f to operate. 

j n t ] i c m, awing to time required for refilling. 



to i 



i 



\N 



mot be iri to run 

\ r . r the ] ' ! water has- 

le , in h n I - d. 



continuously by maintaining p sir 
been discharged, the valve shuts 



u I 



1 






l a 






ew 



of the Ive the quantity of water can be van I to - 



i n l et ,.) th, 1 fit the purpose <A adulating the supply of watei tu 11 

ting »ni] d repairs or adjustments be necessary. This stop • ■ 

t pre ires viz. : — 





11 1 foi IV'' bore iron pipe; for pressures a1 

mi S to 15 I in* li. 



ff 



lj" nak for 1 bore iron pipe; for pressures at 

I • 1 1 . 

will for 1* bon iron pipe; f°r pressures at 



\al\ 



i II 



II 

as on 















1( than 5 lbs. per square in< h, 

rn I € supplied in addition N 1 






h 












1 ■ 









i on 1 ipl of fully-dimensioned drawiu 
1 position of eai h valve in the build ii 



. bu I service tank is m 1 \ 



1 



\m 






l> t its will 1>< srr ured al rood' i..u< pn 



h 



1 1 






>n« t loa t 





l« 





! 



ustrations on this page show the different forms 
:h the " Hydrus ** valve may be supplied. It is 
with actuating lever handle or push knob and 
ijustable stop-cock. 

and F746G are reversible. Lever may be at 
nd and stop-cock at right hand as shown, or 
rsa. Inlet of stop-cock in each case is shown 
back to wall to connect to concealed supply pipe 
; through wall. It may, however, be turned 
Is to connect to exposed supply pipe from above, 
tay be turned downwards to connect to exposed 
pipe from below. 




PUSH 
KNOB 




Diagram 3 



Diagram 4 



red, valve with push knob may be supplied for 
ig in wall cavity with covering plate as Diagram 3, 
fixing behind wall as Diagram 4. 

ions for these two special positions will be given 
ipt of full particulars of wall cavity, and thickness 



INLET 





•• 




Shrinks 





F8234 

For top inlet closets 



Mmnk 

F7466 



For back inlet closets 



F8234 and F7466 : Shanks' " Hydrus " Valve with stop-cock 
and loose wall flange, short flush pipe, including buffer on 
valve and pipe clip. 



NLET 




INLET 



Shows inlet of stop-cock turned upwards to connect to exposed supply pipe 
from above. 

Shows inlet of stop-cock turned back to wall to connect to concealed supply 
pipe coming through wall. 

Shows inlet of stop-cock turned downwards to connect to exposed supply pipe 
from below. 




F8238 

F8238 : Shanks' " Hydrus " Valve as 
above, but with push knob. 

F8238 is NOT reversible. If stop-cock 
required at left hand — i.e., opposite hand 
to illustration — this must be stated specially 
on order. 





Diagram I Diagram 2 

It should be noted that stop-cock is 
supplied with inlet screwed female for 
iron pipe. If specially ordered, however, 
stop-cock may be supplied with : — ■ 

Adapter for lead pipe as Diagram 1 . 

Adapter for heavy copper pipe as 
Diagram 2. 

Note. — Inside diameter of copper pipe, 
gauge and number of threads per inch 
must be given when ordering. 

In case of light copper pipe, contractor to 
obtain necessary adapter from makers of 
copper pipe fittings. 










I 
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PLATE F8327 and F6816 



< 



&- 





1 i 



Certus" Fittings 




"New Rotunda" Fittings 







Mnink 



*S 




Cistern in Black "Decosan" finish 



Plate F8327 

bore lead 



527 nks- U -level Cistern, comprising F6384 shell in lead-lined polished mahogany ; F6376 H" (38 mm 

siphon Certus " fittings ; ball-cock ; white porcelain enamelled flush bend. Fittings chromaim-pln 



Cistern 2, 24 or 3 gallons (9, II or 14 litres} capacity. 



Plate F6B16: Shanks Low-le\ I (i tern, comprising F6384 shell in lead-lined 

m.) bon- 1 valveless siphon " Certus " fittings; ball-cock; 
ehn trnittm- plated . 



hazel pine, polished mahogany colour; 
white porcelain enamelled flush bend. 



Cistern 2, 2A or 3 gallons (9, 11 or 14 litres) capacity. 



< 



EXTRAS to above Cisterns 

If" (44 mm.) bore instead of If* (38 mm.) 

fittings IT (38 mm.) or lj" (44 mm.) bore instead of " Certus." 







PLATE F6817 



Plate F6817 : Shanks' 3-gallon (14 litres) Low-level 

tern, comprising F670/ shell in lead-lined polished 

mah ny ; F6688 " Duro u valve fittings ; ball-cock ; 

white porcelain enamelled flush bend. Fittings 

chromium-plated- 

EXTRA 

If with suction valve. 

EXTRAS to Cisterns on this page 

HiLh " silent-acting ball-cock, recommended when supply 
comes direct from pressure main, 
1 stern in black " Decosan " finish, 
tern copper h; «:>!. 



State pressure at ball-cock when ordering. 




" Duro" Fat. - 
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PLATES F8120, F8121, 

F8122 and F8123 



S i 



PARVA " 




Ihunnndk 






"New Rotunda" Fittings 




"Certus" Fittings 



"Duro" Fitting 



Plate F8120: Shanks' Low-level " Parva =. M Cistern, comprising F7980 
white earthenware shell and cover ; F6376 l\" (38 mm.) bore lead valveless 
siphon "Certus" fittings; ball-cock; white porcelain enamelled flush 
bend. Fittings chromium-plated. 

Plate F8121 : Ditto, but with F8114 white Vitreous China shell and 
cover . 

Cistern 2 gallons (9 litres) end connections only ; 2.1 oi 3 gallons (11 or 14 
litres) end or bottom connections. 



EXTRAS 



"Certus" fittings l;f" (4-4 mir.) bore instead of U" (38 mm. 
"■ New Rotunda " brass fittings If (38 mm.) or If (44 mm.) 



) 

bore instead 



of " Certus, 



Plate F81 22 t Shanks' 3-galIon (14 litres) Low-level "Parva " Cistern, 
comprising F7980 white earthenware shell and cover ; F6688 <( Duro " 
valve fittings ; ball-cock ; white porcelain enamelled flush bend. Fittings 
chromium-plated . 

Plate F8123 : Ditto, but with F8114 white Vitreous China shell and 
cover. 

EXTRA 

If with suction valve 






1i 
« 















1,1' 



ll' 1 






I 




PLATE F8124 




"New Rotunda" Fittings 




"Certus" Fittings 




PLATE F6823 



Plate F8124 ; Shanks' Low-level Cistern, comprising F75U iron shell and cover ; F6376 If (38 mm.) bore lead valveless 
siphon l Certus " fittings ; ball-cock; flush bend. Fittings chromium-plated. 



Plate F6823 : Ditto, but with 



F6385 iron shell and cover. 

Cistern 2, 2£ or 3 gallons (9, ll or 14 litres) capacity. 

Painted. 

Glass enamelled inside, and painted outside. 

White porcelain enamelled inside and outside. 

EXTRAS 

" Certus" fittings if" (44 mm.) bore instead of li" (38 mm.). 

'■ New Rotunda"' brass fittings If (38 mm.) or If (44 mm.) bore instead 



of " Certus: 



u 



EXTRA to Cisterns on this page 

" Zenith" silent-acting ball-cock, recommended when 
pressure main. 

State pressure at ball-cock when ordering 



supply comes direct from 



09 

hi y 

n 
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Section— Plate FS125 







PLATE FB125 



Section— Plates F8126 and F8127 



PLATES F8126 and F8127 



Plate F8125 : Shanks 1 3-gallon (14 litres) Low-level 
Cistern, comprisin bell nnd cover ; F6688 

[>, , fittin ; ball-cock; flush bend. Fittings 

nnur -plated. 

p 

nled outside. 

outside. 



Plate F8126 : Shanks' 3-gallon (14 litres) Low-lev. 
Cistern, comprising F4921 white earthenware shell ami 
cover ; F668S " Duro " valve fittings ; ball-cock ; while 
porcelain enamelled flush bend. Fittings chromium- 
plated. 

Plate F8127 : Ditto, but with F4775 white Vitreous 
China shell and cover. 





-.,: lion— Plate FSI28 



PLATE F8128 





ction- -Plates F8129 and FBI 30 



PLATES F8129 and F8130 



Plate F8126 Ion (14 Litres) Low-level 

rn, ll and i er ; F(^ 1 19 

tmpi I Bi jrvL .ill-cock; Hush bend. 

Fitting , i:l J. 



P. i 

■ • ad pa :r 

^ ena led i 



Plate F8129 : Shanks' 3-gallon (14 litres) Low-lev< 
Cistern, comprising F7246 white earthenware shell 
cover; F6119 4i Improved Beta " valve fittings; bal 
cock ; white porcelain enamelled flush bend. Fitting* 
chromium-plated . 



Plate F8130: Ditto, but with F7373 white Vitreous 
China shell and cover. 















EXTRAS to Cisterns on this page 

It, r 'tamecutod when supply comes direct from pressure main 
H with 'i vap 



pressure at ball-cock when ordering. 
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Sec tion. 

Plate F4808 ; Shanks' Low-level " Levero " Cistern in iron ; vgjveb 
phon fittings ; bell-cock ; Hush bend. 

i » I- -rn fc, 2} or 9 gsl] v I I -,r 14 1 1 r. < • 

I ' . i - , t ■ i I 

• ,i i- • m mi . iif.l in uii .me] i tinted .mi i [« . 

Whiu pnrcel n lied in i h md otil i 




PLATE F4808 ' LEVERN 






I 







' 



Sluiiik^ 




* 



PLATES F8131 and F8328 





■ n. 




Plate FB131 : mks' Uw-level extern, compminfl F75U .ron shell an.l ever behind w»ll. actu^t,, face 

l|*(38i i.) bore lead valM-l ^iphott *' Certus " hti ball- Ruth bend Fittings cnromnan-plMi 

i . n 2, 2} ft, II or 14 In 



; l ; 






Plate F8J28 : Ditto, but with FWSN Oure w valve httmgj, cistern 3 gallon* '1*1 






i 

i«$ enaui' 

\\ in . ii.i! led in# 



EXTRAS 

ritim H [44 BUB f •* 

" New Rnt'ii -I i In ' \' w ™ ^ M f 

iff. * t« 

in t in 

State pratiurt at oall-cocfc wh«n ordering 



(38 cm 



- 













E 

X 

H 




£ 
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Plan- Plate FBI 32 



















F8132 : shanks' M New Qyda M 
on ( intern and Cover in iron, 
with lu for screwing to wall ; 
lever on face of wall ; brass Hush 
.ill flange. Fittings chromium* 
inchut pipe shown dotted in 



, ■ 












(9 or 14 liln 






i i 



ted 





Section Plate F8T32 



PLAT F 



■ 














an 






■ 













;..llon |«t 

'«-hind wall, 

•m \al e»t tiphon 

actuating lever on 

irh wall 
cd. 



./I 



«d out 



IXTPA to C u ttrn i »* tfcii p» f * 

I 



*W» 





PLATE F81J3 




17t 



r*l 




Mtnm.s§ 




Rfc=3 





" Certus " Fittings 



*• New Rotunda " Fittings 




F6840 Valve Fittings 



vTES F8170, F8173, F8175 and F8176 



8170 : Shanks' Cistern comprising F8171 white earthenware shell and cover; F5897 lead valveless siphon 
i nttmgs ; ball-cock ; F8172 chain and rubber ball-pull. Fittings chromium-plated. Not including brackets. 

: 8173 : Ditto, but with F8174 shell and cover in white Vitreous China. 

Cistern 2 or 3 gallons (9 or 14 litres) capacity, 

EXTRA 

F6693 Brass valveless siphon " New Rotunda " fittings. 

8175 : Shanks' Cistern, comprising F8171 3-gallon (14 litres) white earthenware shell and cover; F6840 valve 
ittings ; ball-cock; F8172 chain and rubber ball-pull. Fittings chromium-plated. Not including brackets. 

■'8176 : Ditto, but with FS174 shell and cover in white Vitreous China. 

EXTRA to above Cisterns 

F8197 iron brackets, white porcelain enamelled. 






■■ 











Shunks 



PLATE F8329 




• i 



Certus " Fittings 




ii 



New Rotunda " Fittings 



=8329 : Shanks' Cistern, comprising F6812 white fireclay shell with white porcelain enamelled iron cover ; F5897 
lveless siphon " Certus " fittings; ball-cock; F8172 chain and rubber ball-pull. Fittings chromium-plated, 
uding brackets. 

Cistern 2 or 3 gallons (9 or 14 litres) capacity. 

EXTRAS 

F6693 brass valveless siphon " New Rotunda " fittings. 
F4051 iron brackets, painted, or white porcelain enamelled. 

DEDUCTION 

No cover to cistern. 
EXTRA to Cisterns on this page. 

F8255 "Zenith " silent-acting ball-cock, recommended when supply comes direct from pressure main. 

State pressure at ball-cock when ordering. 



O ^ 
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Suoinfa 



i 














Shrink 






PLATE F6835 



"Certus" Fittings 




* New Rotunda " Fittings 



I 






Plate F6835 : ( m F5896 iron shell and cover ; F5897 lead valveless siphon " Certus " fittii 

i. . ,. sl - u. Fittings chromium-plated. Not including brackets. 

Cist- 3 gal (9 or 14 litres) capacity. 

Pain! 

I . ide and painted outside, 

enamelled inside and outside. 





< 



"Certus" Fittings 




lATE F6337 



u New Rotunda " 1- j 'tings 



Plate F68B 






k 



iron shell md sloping cover; F5897 lead valveless siphon ' rtttl 
d rubber hall-pull. 1 -it rings chromium- plated. Not including brackets. 

- (9 or 14 litres) capacity. 

f inside if- ated outside. 

1 inside and outside*. 

EXTRAS to Cisterns on this page 

1 «» on " n, « • i *• ittmga 

*** ball-cock, recommended 

"fern supply cuims direct - *>ure main. 

1 OH brar noted or w e porcelain BOSOieitaL 

State pressure at ball-cock when ordering. 
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F8184 and F8185 "NEW LIBO" 







Fhim 

n Lion Vah 






F8184 : S ink gallon (14 lil \ I il ' \ alv* 

I tatern, with suction valve I i, lead Mphi ■ b.U I - 

>crc\viny to wall, F355( nized n and pull, o rfltm 

and lever both reversible. Noi including corrr. 






n Iron 



I. 



■ 



F8185 : shanks' 3 gallon (14 lifn ^ s 1 \ .1- . phon II 

( hfi'in, unli orilm.iiw ,», lead liphi hall 

lugl for screwing to wall, F35 Kakantzed r. iuk\ pull 

through i-pipe; ball-i «« k and lever both r • ible \ mh 

' r 

I 






II 



• I 












F7555 and F7556 "LIBO" 



S 



\ 











k 



■ 



F7555 : >hank Ugallon ill litre*) Libo" Valve Siphon Iron 
Cistern, with suction vabe fitting. phon, bull-4«*k.. luin 

screwing to wall, I gah n and pull, merfaw; 1*11- k 

ul Uwcr both reversible Sot luiitm: >rtrr. 



■ 



F7556 : Shanks' Don (14 i >• Valve Siphon Ire 

Cistern, h< inarj ion patten lead ball-cf 

In r »< 'in. II, *\i/.ed i ham and 

trough ftuth-pip ball k an er I i >HluJing 

cart* 



. i 









• 






EXTRAS to Citterns on th.* page 






»is-i -h vim 












Stat* prttsurt at ball-cock whtn ordering. 




i; 



H 




MII]II1.:5S 




*u 



s 



I • 



F2288— "LEVERN 

(2 gallons) 



F2288 : Lc ■ rn" \ 



ill 




Section 




Mi. ml 



» t 






F2288— "LEVERN 

(2^ and 3 gallons) 



Iron ( tern, with reversible cover and lever, ball-cock, lugs for sci 



II or 14 litres) capacity. 

ull and chain. . 

•I, F3556 galvanized pull and chain. 

ill and chain. . . .. . n lt 

u aQ d outside, with FSl 72 i.hroiniuui-plated chain and rubber ball-pull 



J 





M8S5 LEVERN 

(2 ftllonii 




u 




i.'n 



F4855— "LEVERN 

< 2 a and 3 gallon*) 






F4SSS 






th cover, removable bridge and reversible lever (lexer l 



»H 






r I 4 ! . ■ 1 1 y . 












''Ill ll |)Ull ' 1 1 <l|:, 

h with J cb iium -plated chain J^r ball 



H. 



EXTRAS to Cistern* on thit page 

■-de ]. 

!ui d, glass e«airj' id 



fttafei pre»»ore at ball-cock when ordering 
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i»" 




hcnimk 







Section 



F7316— "NEW CYCLO 1 ' 



F7316 : Shanks' " New Cyclo " Valveless Siphon Iron Cistern, with 
reversible cover and lever, ball-cock, lugs for screwing to wall, F3556 
galvanized pull and chain. 

Cistern, 2 or 3 gallons (9 or 14 litres) capacity-. 

Painted. 

Glass enamelled inside, painted outside. 
Galvanized, 



I < I 












iir 





F3307 : Shanks' 2-gallon (9 litres) w Tubal w Valveless Siphon Iron 
Cistern, with reversible cover and lever, low siphon pipe, ball-cock, 
F3556 galvanized pull and chain, no lugs. 



Painted. 

Glass enamelled inside, painted outside. 
Galvanized. 



F3307 



I 1 



TUBAL 



» i 





Section 



r. 



f 



F2937 



i I 



LONDONIA" 



F2937 : Shanks' 2-gallon (9 litres) Londonia" Valveless Siphon Iron 
Cistern, with cover and lever, ball-cock, F3556 galvanized pull and 
chain, no lugs. 

Painted. 

Glass enamelled inside, pain ted outside. 

Galvanized 






i 



t"T~N 






:■! 






' 



iff'. 



. 






f 






*f*tt 
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EXTRAS to Cisterns on this page 

Iron brackets, painted or galvanized. 

F8172 Chromium-plated chain and rubber ball-pull. 






State pressure at ball-cock when ordering. 
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Mil k> 



F1272 : Shanks' 1 -gallon (5 litres) "Urinal" Valveless Siphon Iron 
Cistern, with cover and lever, ball-cock, 1" (25 mm.) outlet, lugs f 
screwing to wall, F3556 galvanized pull and chain. 



01 



Painted. 

Glass enamelled inside, painted outside. 

Galvanized. 



F1272 
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F16A-" RELIABLE 



Section 

Ft6A : Shanks' "Reliable" Valveless ^Siphon Iron Cistern, wit 
reversible cover and lever, ball-cock, F3556 galvanized pull and chain 
no lugs, 

Cistern, 2 or 3 gallons (9 or 14 litres) capacity. 

Painted. 

Glass enamelled inside, painted outside. 

Galvanized. 

The " Reliable " cistern may be supplied with lugs for screwing to wall, without t 

charge. 

EXTRAS 

Iron brackets, painted or galvanized. 

F8172 Chromium-plated ball chain and rubber ball-pull. 



State pressure at ball-cock when ordering. 
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MOSQUITO-PROOF CISTERNS IN IRON 








F8324— "RELIABLE" 

[India Patent No. 17891 — (/.it. Patent No. 362245) 




Section 



F8324: Shanks' 3-gallon (14 litres) u Reliable " Valveless Siphon 
Mosquito-proof Iron Cistern, with cover and lever, overflow, ball-cock, 
F3556 galvanized chain and pull, no lugs or brackets. 

Painted. 

Glass enamelled inside, painted outside. 

Galvanized. 







Minnk 



F8325— » LEVERN 



i * 



[India Patent No. 17891 — U. K. Patent No. 362245) 




Mlflliks 



F8326 

(India Patent No, 17891 — U.K. Patent No. 362245) 




Section 



F8325 : Shanks' 3-gallon (14 litres) " Levern " Valveless Siphon 
Mosquito-proof Iron Cistern, with cover and lever, overflow, ball-cock, 
lugs for screwing to wall, F3556 galvanized chain and pull. 



Painted 

Glass enamelled inside, painted outside. 

Galvanized. 




Section 



F8326 : Shanks' 1 -gallon (5 litres) (i Urmal Valveless Siphon 
Mosquito-proof Iron Cistern, with cover and lever, overflow, bal- cock, 
V (25 mm.) outlet, lugs for screwing to wall, F3m6 galvanized chain 
and pull. 

Painted. . ., 

Glass enamelled inside and painted outside. 

Galvanized. 

EXTRAS to above Cisterns 

Painted or galvanized iron brackets. 

F8172 Chromium plated ball chain and rubber ball-pull. 
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F4051 F8196 

For screwing to wall For **U4*m »"«* wa!l 

F4051 and F8196 : banks' iron Brackets, to suit F5396 iron 

Fi r cisterns. 

feed or Whi - : i Enameikd. 



and 







F8197 

For icrt .g co wall 





P4701 

For fcrewlnf lo wa (j 




F8200 

For icrcwinj to wall 



F8197 and F8198 : Shanks' Iron Brackets, 
to suit F8171 earthenware and F8174 
Ltreous China cisterns. 

Galvanized or White Porcelain Enamelled 



F4701 and F8199 : Shanks' Iron Brackets, 

Londonia " and 



suit 



Leve 



ern 



!' ■*< 






Tubal " cisterns . 

I White Porcelain Enamelled. 



F82O0 and F8201 : -.hanks' Iron Brackets 

suit ■ "New Cyclo," -New Libo/ 

Lfljo and u Urinal " cisterns. 

>z<*? or White Porcelain Enamelled. 




F4050 

F4050 : Shanks' Iron Bracket For 
building into wall, to suit F5896 iron 
and F6812 fireclay cisterns. 

Painted, Galvanized or White Porcelain 

Enamelled, 




F8198 

For building into wall 




F8199 

For building into wa 




F8201 

For building into wall 
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F4757- 4, S.B. M 





Section 

F4757 : Shanks' " gJB." Valve Siphon Iron Cistern, with 
cover, ball-cock, lugs for screwing to wall, FS375 iron 
sheath pull. 

Cistern 2 or ■$ gallons (9 or 14 litres} capacity. 

Painted. 

Glass enamelled inside, painted outside. 
Galvanized 




Micink 





F81 78 — " NEW CYCLO " 



Section 



F817B : Shanks' u New Cyclo " Valveless Siphon Iron 
Cistern, with reversible cover and lever, ball-cock, lugs for 
screwing to wall, F8180 iron sheath pull. 

Cistern 2 or 3 gallons (9 or 14 litres) capacity, 

Painted. 

Glass enamelled inside, painted outside. 

Galvanized. 





Kinks 



Section 



F8177— "LEVERN" 



F8177 : Shanks' " Levern M Valveless Siphon Iron Cistern 
with reversible cover and lever, ball-cock, lugs for screwing 
to wall, F8180 iron sheath pull. 

Cistern 2, 2 J or 3 gallons (9, 1 1 or 14 litres) capacity. 

Painted. 

Glass enamelled inside, painted outside. 

Galvanized. 




- 




6 



Section 




F8179— "LIBO 



F8179 : Shanks' u Libo " Valve Siphon Iron Cistern, 
with lever, lead siphon, ball-cock, lugs for screwing to 
wall, F8180 iron sheath pull, overflow through flush pipe ; 
ball-cock and lever both reversible. Not including cover. 

Cistern 3 gallons (14 litres) capacity. 

Painted. 

Glass enamelled inside, painted outside. 

Galvanized. 

EXTRAS 

Cover for cistern, painted or galvanized. 
Suction valve fittings and high siphon. 
Separate overflow. 



EXTRA to Cisterns on this page 
Painted or galvanized iron brackets. 

State pressure at ball-cock when ordering. 
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F8181 
F8181 
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F3182 

F8182 : Shankl 

k Chain, 

btl! pull 
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F8172 

F8172 : Shanks" Chro- 
niniifi-plutc-d Ball (ham, 
Willi i uIiIht hall [lull. 
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M.....L 



F3556 






F3556 : Shanks' < 
j/.ed Iron Chain 
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F8180 

F8180 : Shank*' [m Sheath 
handle, and wall Ha 



I'ull. 





its 
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F7698 

F7698 : Shanks* Automatic Cistern, in white fireclay, 
with regulating supply tap and white porcelain enamelled 
iron bracket. Not including cover. 

Tank I, 2, 3 or 4 gallons (5, 9, 14 or 18 litres) capacity. 



F1636 

F1636 : Shanks' Automatic Cistern, in white fireclay, 
with regulating supply tap and white porcelain enamelled 
iron bracket. Not including cover. 

Tank J, 2, 3 or 4 gallons (5, 9, 14 or 18 litres) capacity. 



EXTRAS to F7698 and FI636 

Cover for tank in white porcelain enamelled iron. 




Shank 




F3305 



F3305 : Shanks' Automatic Cistern, in iron, with 
cover, brass regulating supply tap, and lugs for screwing 
to wall. 

Tank 1, if, :i, -l, .S or 6 gallons {5, 9, 14, 18, 23 or 27 litres) capacity. 

Painted. 

'Mass enamelled inside and painted outside. 

Galvanized. 

Whitf porcelain enamelled inside and outside. 



F1274 

F1274 : Shanks' Automatic Tank, in galvanized wrought 
iron, with brass supply tap and loose key for regulating. 
Not including brackets. 

CAPACITIES 

10 gallons (45 litres) 15 gallons (68 litres) 

20 gallons (91 litres) 25 gallons (113 Hires 

30 gallons (136 litres) 35 gallons 15g Utres 

40 gallons (182 litres) 50 gallons (227 hires) 

60 gallons (272 litres) 70 gallons 318 itres) 

SO gallons (363 litres) 100 gallons (454 litres) 

EXTRAS 

Iron brackets for bolting to wall, painted, or galvanized. 
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THE ZENITH" SILENT BALL-COCK 
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Sluink 



F4845 

F4845 ; Shanks' Ball-cock in brass, with bottom supply, 
jam nut, coupling nut, silencing tube, lever and copper 
ball. 

Si/F^-f (13 mm.)— r (19 mm.)—]" (25 mm.) 



F4941 

F4941 : Shanks' Ball-cock in brass, with end supply, jam 
nut, coupling nut, tail, lever and copper ball. No silencing 
tube. 

Sizes— £" (13 mm.)-f" (19 mm.) — 1" (25 mm.) 

EXTRA 

Silencing tube. 





Shanks 



F4940 

F494Q : Shanks' i" (13 mm.) combined Ball-cock and 
Stop-cock m bras*, with end supply, jam nut, coupling 
nut, tail, silencing tube, lever and copper ball. 




F4847 

F4847 : Shanks' \" (13 mm.) combined Ball-cock and 
Stop-cock, in brass, with bottom supply, jam nut, coupling 
nut, tail, silencing tube, lever and copper ball. 




F6091 : Shanks' Y (13 mm.) Ball-cock in brass, with bottom 
supply, jam nut, ~ coupling nut, tail, lever and copper ball. 



F6091 



EXTRA to all Ball-cocks on this page 

Tail bossed and screwed female for iron. 



IMPORTANT. 



-Above ball-cocks are supplied in the following four ways :— 
FULL- WAY For head of water up to 20 feet. 



LOW PRESSURE . 
HIGH PRESSURE 2 
HIGH PRESSURE 1 



When ordering 



* f 



For head of water between 20 feet and 45 feet. 
For head of water between 45 feet and luo feet. 
For head of water over 100 feet. 



do not omit to specify type required. 

As a general rule, the best results will be secured by connecting to an overhead storage 
tank rather than to the high pressure main. This will usually permit the use of a full- 
way ball-cock. 
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F6869 



F6869 : Shanks' J' (\'A m 
Chromium-plated Supply Pipe, \ « 
wall Mange. B 



MuifiL. 




MS6A 



F6873 



F8189 



F6871 



MS« 



F6873 
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F8189 : Shanks; |* 

( i 3 nun . | ( 'hromium- 

plau-ii R< u hit or Tap, 
with bin k handle, 
apply pipe and floor 
flange. 



F6871 : Shanks* 
Chromium-plated 
with wall flange. 
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6117 lanks' J" 

K -tor T.p, 
with ltbck handle. 




F8188 



F8188 Shanks* J* 

1 1 3 mm i Chromian 
plated Regulator Tap, 

with 1 k handle. 




Regulator Tftpi 

be supplied 

operating * 

screw driver 
a be jve. 
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F8239 

Showing lid shut 



F8239 

Showing lid open 



» 








> 



. 









I 



F8239 : Shanks' Chair, in white enamelled wood, for water closets, with woven cane back and lid, hinged seat and enclosure 



■ 




F8240 



F8240 : Shanks' Arm Chair, in white enamelled wood, for water 
closets, with woven cane back and lid, hinged seat and enclosure. 
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F7567— '• IDEAL 



F7567 : «2 cat, the Ideal/' in " Decosan " 

finish, with rubber buffers and 3mium~p?ated hinges. 



f c Decosan " is the perfect finish for sanitary purpose* 
owing to its smooth hygienic surface and dura I 

Any ordinary wear and tear, or atmospheric cor 
ditions, will not affect this finish. 

In appearance it looks like fine porcelain, but in 
reality it is a sheet composition applied to a hard 
wood core by a special process, hermetically sealir 
it and making the sheet surface one homogeneoi 
mass without joints of any kind. li Decosan 
finish should not be confused with that of seati. 
similar in appearance, which are merely spr^ 
with a film of enamel. 

The thickness of the " Decosan " covering en 
wood core is sufficient to ensure its lasting qualm- 
and fine hygienic surface, which is imper 
water and will not crack, flake or harbour din. 

A soft cloth and ordinary soap and water is 
is necessary for cleaning " Decosan " finish. 

M Decosan " seats are supplied in the under™ 
finishes : — 

Black, White, Mahogany, 

No. 5 Blue, No. 1 Yellow, No. 1 Pink. 

No. 6 Green, No. 1 Lilac, No. 1 Ivors. 



For above-mentioned colours, see Colour Section, 




F8164— "HYGIENIC 



* ■ 



F8164 : Shanks' Closet Seat, the " J ten. 
" Decosan " finish, with cut-away front 
buffers and chromium-plated hinges. 

F8165 : Ditto, ditto, with lid. 

EXTRA 

With chromium -plated strengthening p u,e - 

NOTE.— The strengthening plate is recommen lad where 
are liable to rough usage. 
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F1640, F6825 and F6826— " IDEAL " 

F1640 ! ShMfaf Closet Seat and Lid, the " Ideal," in 
polished mahogany, with rubber buffers and chromium- 
plated hinges; seat \\" (32 mm.) double thickness, 

F6825 : Ditto, but seat in single thickness instead of 
double thickness. 

F6826 : Shanks' Closet Seat and Lid, the " Ideal," in 
hazel pine, polished mahogany colour, with rubber buffers 
and chromium -plated hinges ; seat IJ* (32 mm.) single 
thickness. 








>li< ink 



F1638 and F1639-" IDEAL " 



F1638 : Shanks' Closet Seat, the " Ideal," in \\* (32 mm.) 
double thickness polished mahogany, with rubber buffers 
and chromium-plated hinges. 



F1639 : Shanks' Closet Seat, the " Ideal," l|* (32 mm.) 
single thickness, with rubber buffers and chromium-plated 
hinges. 

Hazel pine, polished mahogany colour. 
Polished mahogany. 
Polished teak. 



; 




5hunL 



F4864— *' HYGIENIC 



v > 



i 

and 



F4864 : Shanks 5 Closet Seat, the "Hygienic/ 1 
(32 mm.) double thickness, with cut-away front 
chromium-plated hinges. 

Hazel pine, polished mahogany colour. 
Polished mahogany. 
Polished teak. 

EXTRAS 

With strengthening plate — 
Galvanized iron. 
Polished brass. 
Chromium-plated brass. 

Note. — The strengthening plate is recommended in cases where seats 
are liable to rough usage. 




F4865 and F1642— 4 ' PERFECTO " 

F4865 : Shanks' Closet Seat, the " Perfecto," in 1 J" 
(32 mm.) double thickness polished ^ mahogany, with 
rubber buffers and chromium-plated hinges. 

F1642 : Shanks' Closet Seat, the li Perfecto," If' (32 mm.) 
single thickness, with rubber buffers and chromium-plated 
hinges. 

Hazel pine, polished mahogany colour. 
Puti tn-d mahogany. 
Polished teak. 

F3593 : Shanks' Self-lifting Closet Seat, \\" (32 mm.) double thickness, 
with chromium-plated hinges, galvanized iron side bars and adjustable 

weights. 

Hazel pine, polished mahogany colour. 
Polished mahogany. 
Polished teak. 

EXTRA 

Side bars in chromium-plated brass, weights white porcelain enamelled. 
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BAKELITE SEATS 



Shank moulded and shaped in section to give strength and lightness. 

j h , e piece and aU metal bushes to take hinges and buffers are moulded into the ma ,\ 

ensuri ongest pi ■ const .ruction. , 

T; e a ;ilie i y finished, impervious and hygienic surface which will last indefinitely under ordin 

US e- J 

B lite S( Eer considerable resistance to extremes of temperature. They will not warp or twist ai< 

are germproof. ] 

No artificial polishes are used to obtain the highly finished surfaces of the seats. The material takes m 
natural and lasting polish in the process of manufacture — consequently it will withstand severe condition 
transit durin . long voyages through tropical zones without its fine finish being affected in any wa> ■ 
They are made in two I'orms— with closed front and with open front— the latter is known as the "Hygienic 










The standard shapes of seats which suit Shanks' closets are shown on this and opposite page. 
Seats of special shape and dimensi as cannot be supplied. 




Seats illustrated on this pag« 
are made in two sizes, tvpt 
"A" and " B." \ 

The two types, although o 
same design, are not inter 
changeable. Type of seat mus , 
therefore be specified whei* 

ordering. \ 



No, 7930 

No. 7930 : Shanks' C !n d Lid, in 

Black Bakelite, with rubb romium- 

plated hinges. 




No. 7931 



No. 7931 : Shanks' 
Bakelite, with rubber 
plated hinges. 




loset Seat in Black 
I'uffers and chromium- 



No. 7930 : Showing lid up. 



41 A" type seats sui ( 
the undernoted closets, 

"A S 5 A M" 
»M O DE RN" 
"REM IROL" 

" B " type seats sui 
the undernoted closets! 

"A R R O W" 
"BALGRAY" 

"ETTRICK" 

"IMPROVED 

ESCO" ; 

"L O B A C" 
■• NEW NISA 
"N E O S A N 
"N Y S E CO 

"PLI N I U S" 
"TORENTIA 



t ' 
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"HYGIENIC 



SEATS 




No. 7932 

No. 7932 : Shanks 1 Closet Seat, with open front 
and lid, in Black Bakelite, rubber buffers and 
chromium -plated hinges. 





No. 7932 : Showing lid up. 









I 



No. 7933 



No. 7933 : Shanks' Closet Seat, with open front, 
if] Black Bakelite, rubber buffers and chromium- 
Led hinges. 




Showing underside of seat, shaped to give 
strength and lightness. 



The name of the closet, which seat is 
required to suit, must be specified when 
ordering. 



Seats illustrated on this page suit the 
closets undernoted. 
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"ASSAM 
"BALGRAY" 
•■CENTRIC " 
"ETTR I C K . " 
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"MODERN" 



" P L I N I U S 
" REM 1 RO L 
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F1087 

F1087 : Shanks' Cast Br 
Thimble, for use with Shanks' 
closets. 

[aside -liar 

;ir (bn mm I 




F1088 

F1088 : Shanks' Light Pat- 
tern Drawn-Brass Thimble, 
for use with Shanks closets. 

In.-; ter of outgo, 

Will.) 

State at oi ordering whether 

closet is - or 

earthenware. 
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F8241 



F 8241 : J omium- 

plated pe Con- 

nection for closi 




i, . 



F3541 



F3S41 : Shan Ydaptus 

India-rubber J. , r closet 

lets. 

A perfect v 
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F2927 



F2928 



F2929 



F2930 



hanks' F2927, F2928, F2929, F2930 and F8190 Flush-pipes 
with coupling nuts, wall clips and rubber buffers. 

Height overall 5' 6" {1676 mm.) 
Bore 1J" (32 mm.) or \\" (38 mm.) 

Galvanized steel, 
White porcelain enamelled steel. 
Polished brass. 
Chromium-plated brass. 

.7, F2928 and F8190, in galvanized steel, are 
SU] lied telescopic. All other types in all finishes 
are supplied in one piece and are not telescopic. 



MHink* 




Section showing Flush-pipe in position. 
mSXjSS^t.^^^^ b> " thC PreSSUre ° f P J P e > and thus 

■ 

outside dlame Je S r Tf 6 flush^ n°, r rd er I d s t e P aratel y. inside diameter of closet inlet and 
^sh- pJ pe, outs.de &2OTtaE& Sus'be JLSd ^ ** ^ * °° 



Mad 



SIhuK 



F8190 



Plan of left-hand 
corner position 




Plan of right -hao 
corner position 

Sizes A and B D 
be stated whi 
ordering Flush-pipes 
for corner position. 
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Carlford " Lavatory 
Carnock " Bath 
Coral " Bidet 

Decosan M Finish Seat ... 
Esco " Trap 

Eureka M Mixing Fitting 
Hygienic " Seat... 
Ideal " Seat 

Insul " Decorative Board 



Page 



7303 


Wall Stay 


■ * - iii 


196 


7311 


Trap 


• • • i* * 


200 


7317 


Lavatory 


• • • ■ • * 


202 


7318 


*» • • ft 


• • ■ mmt 


202 


7331 


Mixing Fitting 


ii'i iii 


196 


7332 


Waste ... 


* • •• ... 


196 


7373 


Cistern ... 


lift ft 4 fl 


196 


7376 


Mirror ... 


• ft ft 4 ft • 


206 


7427 


Lavatory 


» • ■ 1 ft 1 


196 


7468 


Combined Fitting 


196 


7478 


Bidet 


■ f # ft i . 


196 


7533 


Adjustable Feet 


• III 


202 


7560 


Bath 


III • . • 


200 


7566 


Closet Seat and Lid 


210 


7567 


i> i» 


• ■ • » ft • 


210 


7570 


Stand 


■ • * - . » 


206 


7571 


it * * • 


* * * « ■ • 


200 


7574 


Bath 


•ii gii 


204 


7577 


ft . . . 


■ 1 ft • t 4 


202 


7602 


Combined Fitting 


196 


7614 


Closet 


... t t ft 


194 


7616 


Wall Cabinet 


• fl • fl » 1 


206 


7618 


n n 


... » fl 4 


206 


7619 


Toilet Table 


• 44 I ■ I 


206 


7628 


Closet Set 


fl • I I ft 1 


200 


7631 


j» it 


■ ■ ft ■ t 1 


196 


7632 


Bath 


I ft I • 4 4 


194 


7642 


Toilet Table 


... p . * 


206 


7644 


Toilet Roll Holder 


208 


7645 


Soap Holder 


f ft ft f ■ ft 


208 


7646 


Tooth Brush and Tooth 






Paste Holder 


ft 4 4 ft ft ft 


208 


7647 


Tumbler and 


Tooth 






Brush Holder 


■ ii 


208 


7648 


Ash Tray 


■ ■ ■ ■ ■ ■ 


208 


7649 


Shelf 


i ■'■ • p • 


208 


7650 


Towel Rail 


... . . * 


208 



7660 


Bath 


■ ■■ 
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l» ... 


• ii 


7664 


it ... 


* * * 
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« i * 
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7699 
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7708 


Lavatory 


ft 1 I 
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Bath 
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Mixing Fitting 


• If 
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Bath 


III 
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Lavatory 


• ■ ■ 


7940 


*.1 
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»» 
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Combined Fitting 
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Closet Set 


• > . 


7962 


Ball-cock 


« t ■ 
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Closet Set 


• • ■ 
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Cistern ... 


ft • a 


8011 


Outlet Piece 


ft ft i 


8014 


Cabinet ... 


... 


8020 


Closet 


■ • ■ 


8068 


Bath 


III 


8096 


Towel Rail 


III 


8106 


Wall Cabinet 


• ■ ■ 


8114 


Cistern ... 


III 


8160 


Bathroom Suite 
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8162 


Closet Set 


• . . 
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t> »» 


It* 


8164 


Closet Seat 


1 ft * 
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„ ,, and 


Lid 
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Closet Set 


. . . 
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Bath 
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8168 


Closet Set 


1 4 ft 
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Modern " Closet 
Modus " Bath 
Modus " Lavatory 
Neosan " Closet 
New Nisa " Closet 
New Venetian " Close 
Parva " Cistern ... 
Rex " Lavatory ... 
Roxul " Lavatory 
Tasman " Lavatory 
Torentia V Closet 
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Venetian " Bath... 
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SANITARY APPLIANCES 



COLO 






The post-war revolt against the drabness of the nineteenth 
century has created a demand for colour not only in our 
surroundings but even in appliances of everyday utility. 



n no department is this tendency more marked than in the 
modern bathroom. 



The stimulating effect of beautiful colour can hardly be 
disputed^it is confirmed alike by science and by ordinary 
experience— and whereas the bathroom of a few decades 
ago merely satisfied, coldly and bleakly, the needs of bodily 
hygiene, the bathroom of to-day, replete with every device 
for the maintenance of a high standard of physical comfort, 
offers the further and subtler refreshment of bright and 
vivacious colour. 



To satisfy this modern need Shanks offer their ware in the 
six colours illustrated in the following pages. 

The appliances are shown against grey backgrounds in 
order to provide the neutral contrast necessary to bring 
out and convey as truthful an impression of the colour 
values as the printing method will permit. 

No attempt should be made to match exactly the colour 
of the walls with the colour of the appliances. Different 
materials reflect different amounts of light, and, as wa 
coverings are not of the same material as the sanitary 
appliances, it is not possible to obtain an exact match. 
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PLATE F8161 
Bathroom Suite in No. 6 Green 



ip rising : — 

77 " Carnock " Bath, combined taps to plunge and shower, 
t nozzle to bath, standing waste and overflow, curtain rail and 
:ain, 

78 " Coral" Bidet, in Vitreous China, " Eureka " mixing 
ng to rim and ascending spray, pop-up waste. 

27 " Carlford w Pedestal Lavatory, in Vitreous China, taps 
pop-up waste. 

96 Towel Rail with inlet and outlet connections. 

JO " Argos " Siphonic Closet and 3 gallon (14 litres) " Parva " 
=rn, in Vitreous China, <f New Rotunda " valveless siphon 
ngs, u Decosan " finished seat and lid. 

D6 Wall Cabinet for building into walk 
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Plan 
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V tfe 
(1943 mmO 



Outside Sizes 
Width 

76 mm.) 



Height 

or 

I' 8* 
(508 mm.) 



Length 



a' 6" 



r' 



(1676 mm.) 



Inside Sizes 

Width 

2'0* 
(610 mm.) 



Depth 
at Waste 






V 1 



rt 



(483 mm.) 



Rim 

W 

(133 mm.) 



m fioor overall 
' it from iaiide of bath to lowest point of shower 



. . . 



V 3* (2210 mm.) 
6' T (2007 mm.) 



be supplied 2' 0" (610 mm.) high to permit outlet of trap being above floor. 



EXTRA 

7 spray tubes instead of 4. 



• — 






fr*. 






FtnrvGS 



T 



.. 



LL 













Rings 




Di f ■ A. 

islaiid »n. 



Diasrr. m ' 
Is! >n. 



FITTINGS 

Diagram K. 

Right hand corner 
position. 






EM 



flTTINGS 




ram L, 

Left hand corner 
position. 



Diagram N. 

Recess position. 
Fittings at left hand 



Diagram 0. 

Recess position. 
Fittings at rujlit faa 



Plate F7940 : Comprising Shanks' F7942 " Modus " Pedestal Lavatory, in coloured Vitreous China ; F7944 J* (13 r 
combined taps with serrated ball heads, single inlet nozzle in combination with Jjf (32 mm.) pop-up waste. Fitnn 
chromium-plated . 



Approximate Sizes 



Overall 

30" 22* 
(762 iuin. x 559 mm.) 



Basin Inside 

22" xm* 

(559 mm. X343 mm.) 



< 




chromiun J ted 



oset in coloured Vitreous China, with ls P 
el coloured Vitreous China u Parva " ciscen 
brass flush bend ; F3541 " Adaptus n rubb 



litres) end cunnevi >ns only ; 2h or 3 gallons (11 or 14 litres) bottom or end connections, 
its height 3' 4' (1016 mm.) Approximate projection 2' 6£" (775 mm.) 



• 



EXTRA 

■w Rotunda " brass fittings, If (44 mm.) bore, instead of * Certus." 



Plate F8163 : Di- hi vith T Duro " valve fittings ; cistern 3 gallon (14 litres) capacity. 



ate height 3' 4" (1016 mm.) 



Approximate projection 2' 61" (775 mm.) 









- tth J 
il bei 



EXTRAS to Plates F8162 and F8I63 

62 i\ ■m ill ,! ^ilent-actiig ball-cock T recommended when supply comes direct from pressure main. 
J in paij J or porcelain enamelled iron ; with or without vent. 

State pressure at ball-cock when ordering. 



The appl on this page are in No. 1 Ivory. May also be supplied in :- 

No. 5 Blue. No. 1 Pink, No. 1 Yellow, No. 1 Lilac, No. 6 Green 
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PLATE 7632— "MODUS 



i i 












PLATE F7940— "MODUS 

{U.K. Registered Design) 



> i 



PLATE F8162T "CARLFORD" 

PLATE FBI 63 J (UJ(. PaUnt No 124903/1833) 
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Plate F7699 : Comprising Shanks' coloured porcela.n enamelled iron one-p.ece Car ford Bath F7602 Styh. 
"Sanation finin • pming ' (19 mm.) taps and inlet nozzle, 1*' (38 mm.) combined plug and chain waste and overfly 

. , S oap dish and hand rail. Fittings chromium-plated. 



5' 6" 

- .-. n 1 1 



' 



• 



I . 



Outsi e Sizes 

IVi- , 
'I & 
( 762 

'J' 8" 

rsia nun.) 



Height 
from Floor 

]' 6" 

(-157 mm 

r 6" 

i457 ram.) 



Length 

4' 10 J" 
(I486 mm.) 

5' 6* 
(1676 mm.) 



Inside Sizes 
Width 

r lor 

(571 mm.) 

2'<T 
(610 mm.) 



Depth 
at Waste 



r 5" 



(432 mm.) 

1' 5" 
(432 mm.) 



> - of fittings see Baths and Fittings section, pages 49-52. 

EXTRAS 

i -5 mm, i -plies. T (51 mm.) waste and trap. 

I y| n vitr s China soap dish and hand rail in colour, for building into wall. 



i 

I 












9E i 
















o 



•■' 






F7661 Bath 
Diagram K. 

I' .lit hand i 

[•"Itti 



F7661 Bach 

Diagram L. 

hand corner position 
Fittings left hand. 



F7660 Bach 

Diagram N. 

Recess position. 
Fittings left hand. 



F7660 Bath 

Diagram O. 

Recess position. 
Fittings right hand 



Plate F7708 : ( uprising Shanks' F7427 " Carl ford " Pedestal Lavatory, in coloured Vitreous China ; F7468 \" (13 n. 

ins " combined t with single inlet nozzle in combination with 1 J" (32 mm.) pop-up waste ; F7303 adjustable wall 
stays Fittings chromium-plated. 

Approximate Sizes 
Overall Basin Inside 

■i\" ■'! I" 19" x 11 A" 

(610 mm. 508 mm.) (483 mm. x 292 mm.) 



27* 22 
(686 mm. 3,59 nun.) 

(762 mm. • 559 mm.) 



21"x I2J" 
533 nun. - :if 7 mm.) 



21* x vir 

(533 mm. x3T7 mm.) 



< 



EXTRA 

.in I towel rails for fitacing to basin (for illustration, see page 78). 



Plate F7631 : r a " Siphonic Closet Set, comprising F6686 closet in coloured Vitreous China ; brass adjustable 

tres) low-le 1 

enamelled flu 

-ph 



r,die r/oji . r- iok: ra ^tpl ic Closet bet, comprising hbb«b closet in coloured Vitreous China ; bi 

no vent ; F7S66 seat and lid in black " Decosan " finish ; F7373 3-gallon (14 li 
• rn ; F61 19 " Improved Beta " valve fittings ; ball-cock ; coloured porcelain ei 
>41 ibber joint, Fittings chromium-plated. 



Appro? ight 3' l" (940 mm.) 



Approximate projection 2' 7" (787 mm.) 



EXTRAS 

a tine: lull-cock, recommended when supply comes direct from pressure ra lin. 
can "i\ with vent, 

i ir.'i h wall, no vent. 
1 ill, with vent. 

I Pi tin fb floor, with vent. 
ttel through wall, with vent. 

Full details of outlet pieces and vents to be stated when ordering 

State pressure at ball-cock when ordering. 

SSfi «£!! in F mks ' F 7 478 U Coral " Bldet < in coloured Vitreous China ; F7331 |* (13 mm.) " Eureka" 

\^- v " indicator for hot nnd cold to rim and ascending sprav ; F7332 1 {" (32 mm.) pop-'. 

' '' ' '■■■■.■ chromium | lated. 

EXTRAS 
Brass supply pipes to Boor with floor flanges, chromium-plated. 

M 11" (32 mm,) brass " P " Lrap wfth cleaning eye, chromiiirn-platcd. 



ThC * W " n «■ (* « * No- 5 Blue. May also be supplied 

No. 1 Ivory, No. 1 Pink, No. 1 Yellow, No. 1 Lilac, No. 6 Green. 



in : 
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PLATE F7699— "CARLFORD" 





PLATE F7631-"ACRA" 





- . : -\% 



PLATE F7708— "CARLFORD 



» ■ 



PLATE F7217— "CORAL 
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1 






1 
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■ 




r ' 


B 










1 






• 1 














m 




» I 1 


t 




1 


■ 




' 1 


- 






■ 


















' 






', 


. 




i 




1 


< 


















197 






S3 




E 


























1 










Ikdnimlks 



i 

* 



Plate F7664 : ing Shanks' coloured porcelain enamelled iron one-piece : " Venetian" Bath; F4034 }' (19 mm.) 

™ su K490 combined W (38 mm.) plug and chain waste and overflow, brass trap. Not including oap 

ittings chromium-plated. 



13 















1 mm.) 
6 

i im.l 



Outside Sizes 

Width 

2' 8* 
(813 mm.) 

2' 6" 
(762 mm.) 

2' 8" 

(813 mm.) 



Height 
from Floor 

r 6" 
(457 mm.) 

r e* 

(457 mm.) 

r 6 W 

(457 mm.) 
EXTRAS 



Length 

5' 6* 
(1676 mm.) 

4' \W 
(I486 mm.) 



— f f -+f 



O D 



(1676 mm.) 



Inside Sizes 

Width 

2' 0" 
(610 mm.) 

r ior 

(571 mm.) 

2'0" 
(610 mm.) 



Depth 
at Waste 



(432 mm.) 

V 5" 
(432 mm.) 



/ — rp 



V D 






(432 mm.) 



supplies, T (51 mm.) waste and trap. 
us China soap dish and hand rail in colour, for building into wall. 






* - ' 



t 



F6125 Bath 

Diagram G, 

ii. i i - « 1 1 . 
left hand 




X 




F6125 Bath 

Diagram H, 

Agaii back wall. 
Fittings right hand. 



5 



F5000 Bath 
Diagram J. 

Right hand corner position 
Fittings left hand. 



F5000 Bath 
Diagram M. 

Left hand corner posit i< « 
Fittings right hand. 






Plate F4956 : Cottipri ng Shanks 1 F5792 l< Rex" Pedestal Lavatory, in coloured Vitreous China ; F4034 \* (13 mm.) tap 
l | mm.) pop-up waste; F7303 adjustable wall stays. Fittings chromium-plated. 



Approximate Sizes 



Overall 

30*; 22* 
(762 mm. 159 mm.) 



Basin Inside 

21" xl3" 
(533 mm. x330 mm.) 



Plate 8t66 



.* 



i " Washdown Closet Set. comprising F228I closet in coloured V treous China ; F7566 seat 
1 -h ; F4775 3-gallon (14 litres) low level coloured Vitreous China cistern ; F6688 " Du 

►ured porcelain enamelled flush bend ; F354I 4< Adaptus " rubber joint. Fittings chromium* 



5J* '!(>-! 7 rum.) 



Approximate projection 2' 1\" (800 mm,) 



EXTRA 

th * silent-a< titltg ball-cock, recommended when supply comes direct from pressure main 

Full details of traps and vents to be stated when ordering. 

State pressure at ball-cock when ordering. 










I 



* \ n Xo. 1 Pink. May also be supplied in :— 

No, I Ivor \o. 5 Blue. Xo. 1 Yellow, No. 1 Lilac, No. 6 Green 
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PLATE F7664— "VENETIAN " 




Z 












PLATE F4956— "REX" 



PLATE F8166 MODERN 
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flucninto 



c-i i > ™i™,r*>H rwrelain enamelled iron " Tuscan *" Bath, with hand rail ; coloured enamelled 

2Z '*S?F3 "»; ! "l&ffir&Zfi** a„d cha,„ waste j F4509 W (32 »»,.) overflow ; b* 



Plate 

iron pa_ , . 

tri|) . 1 ag hro •m-plated. 



P 

I 7 






i 
) 38 

F7580 



■O • ide Sizes 



: irigth 



i « « - ■ 



■V 8 

(1727 mm 

6 

i 



Width 

ft? ram.) 

2' 7" 
j - a 



HeigHt from Floor 
at Ends at Centre 

1'8" i'sr 

(508 mm.) (444 mm.) 



Length 



.- / t . " 



5' U 



(1524 mm.) 



1'9" 
(533 mm.) 



1' 6" 
(457 mm.) 



— » r"t 



5' 6 
(1676 mm.) 



—Inside Sizes 

Width 

1' 11" 
(584 mm.) 

I' n" 

(584 mm.) 



EXTRAS 

l" (2 i raps, T (51 mm.) waste, H" (38 mm.) overflow, iron trap. 



Depth 
at Waste 

V T 
(483 mm.) 

V T 

(483 mm.) 



Rim 

2f 

(70 ram.) 

31" 

(83 rnn. 



i 























/ 



/_" 









A. 





— -^u 



u. 



32SE^2: 



; 



Di un G. 

Against ' ' all. 

Pill ■ i . 



Diagram H. 

Against back wall, 
ittings right hand. 



Diagram J. 

Right hand corner position 
Fittings left hand. 



Diagram K. 

Right hand corner positi- 
Fittings right hand. 



: 






- 1 






1 ii L. 

ft hand i ion 

I eft hand 



Diagram M. 



! eh hand comer position 
Fittings right hand. 



Diagram N. 

Recess position. 
Fittings left hand. 



Diagram O. 

Recess position. 
Fittings right hand 



Plate F7803 : Cora m% Shanks 1 F729S lt Roxul M Lavatory, in coloured Vitreous China ; F4034 \" (13 mm.) taps ; Fll 
1 ! ( ' plug : I chain waste ; F7S71 brass stand, with adjustable feet, uprights \" (19 mm.) square. Not including 

>. Fittings chr ►mil uri-plated. 



Approximate Sizes 



Overall 

22" X 1 6" 
(559 Kini. x 406 mm.) 

-V |.S" 

(635 rani. • 457 mm.) 

27 l:#" 

- 86 nam. *8 * mm.) 

EXTRAS 

».i. I )' [25 mm.) quare. 



Basin Inside 

18" x9f 
(45 7 mm. x 248 mm.) 

20 |"x II" 
(521 mm. x279 mm.) 

22" K 114* 

(559 ram. x 292 mm.) 



II U [32 -in i " Eso " l ,M trap, chromium-plated. Not including wall flangt 

DEDUCTION 

Stand without adjustable feet. 



PI. 


r 








i 


1- 





ishdpwn Closet Set, comprising F7263 closet in coloured Vitreous China ; 1 
t finish; F7373 3-gallon (14 litres) low-level coloured Vitreous China cistern; 1 I* 
j; hall-cock; coloured porcelain enamelled flush bend; F3541 IC Adaptus " rubber joint 



igh! 3' 2" (965 mm* 



Approximate projection 2' 1" (787 mm.) 



« 



I 


















EXTRA 
i Hi " silent-aj ting ball-cock, recommended when supply comes direct from pressure main 

Full details of traps and vents to be stated when ordering. 

State pressure at ball-cock when ordering. 



Hi 



Vpiiwa n d page u* , n No, I Yellow. May also be supplied in :— 

No. 1 Ivors. No. 1 Pink. No. 5 Blue. No. 1 Lilac. No. 6 Green. 
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PLATE F8167— "TUSCAN " 







K1HKS 



k 




PLATE F7803— "ROXUL" 



PLATE F7628-- "NEOSAN 



1 9 
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I 




















fludnnto 



I 






lied iron ,l Carnock " Bath and Panels ; F4034 |* (19 ras l 



c-ili i ^ M qkimW coloured porcelain enamelled iron Carnock cam ana raneis ; iwum j v i» n 
"^ , F S fflSJC? F4S09 [J* (32 mm.) overflow ; brass trap. Fittings ehrormunvplau,! 



) 









■ 









th 



. i Sizes 
Width 

2 h' 

.: r 

am.) 

r B" 

I mm.) 



from Floor 

r 6* 

I J 5.7 aim 

I* 6* 

57 mm.) 

]' 6" 
{457 mm.) 



Length 

4' nr 

(LSI I mm.) 

5' 4' 

(1626 mm.) 

5'4- 

(1626 mm.) 



Inside Sjzi 

Width 

v tor 

(571 mm.) 

V \\* 

(584 nun.) 

V II* 

(584 mm.) 



Depth 
at Waste 

V 5" 
(432 mm.) 

V 5" 

(432 mm-.] 

v s* 

(432 mm.) 



, I'll' 584 mm i.i.h lu permit outlet of trap being above floor. 

in Baths and Fittings section, page 38, may be supplied without extra charge. 

EXTRAS 

J5 ,,,,. japs, 2 - (51 mm.) wafite, IT (38 mm.) overflow, iron trap. 



Kim 
(64 mm ) 

;r 

(76 inn 

4' 

[1112 mm - 




- -_njMM 






















I- 

if. 



Plate F7317 ; 



PUte PI 



— ■■■ i' uii ' fc 



2Zt 



• 








^ 



TT-rr 




Dl M H. 

k walL 
I ittingi 1 1 band. 



Diagram J 

Right hand corner position 
Fittings li-ft hand. 



Diagram K. 

Right ham I corner i 
Fittings right tiai 





m 





I M. 

tnd co ei jh, 

M\\W right ). 



ii 



Diagram N. 

Recess position 
Fittings Jell hand. 



ReceM position 

Fittings right h 






F731S " I asman " Pedestal Lavatory, in coloured earthenware; F4034 \" (13 
linn ; ] 7303 brass adjustable wall stays. Fittings chromium-plated. 



tr,rt«#xi\iATi Sl '' 



MM i . ii : 

1.1,11 



I'. isjn Inside 

i8i nr 

l/'i mm 202 mm | 

21" I 2 1 * 
533 mm <317 mm.) 



>hoj 



nu 









Closet Set. comprising F8020 closet in coloured earthenware, with } 

_ II i-. i nium i i i i. i i_ tt n ^ " 









k 1> i >san " finish; F7980 low level coloured earthenware " Parva " 

n " ' ( ertus fittings ; ball-cock ; coloured porcelain enamelled flush bttd 
• mium-plated. 






11 or 14 

mm ) 



spirit y, bottom Of end rounOCtitms 
A|.[m Mini!, projection 2' 61" (781 mm 



< 












EXTRAS 






i.-.l mIc-ii u|»i>I : | 1r« in IIMHSmrS mam 

•stead o! M ( «■: 



\H inn 



NOT£. 44 - *iph«< . ij-ht l»v .r ;<- mm > 

FmII 4+taiW of trap* and ventt to b* itated whan ordering. 



pretfturc at ball-cock when ordering. 












Spplia 



n No. I Like. Ma\ also be supplied in :— 
M 1 Pink. N S Blue. N 1 Yellem V, H Green 
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nvi #» 





w^^^ 
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lkfiinnto 




i 



, , . AmMr . . ■_ p nam elled iron " Aptus " Bath and Panels ; F41U4 |* (19 mm.) tag 

Ptat* F7574 : C u-s.n. ' «* ' 'Tso'm F S mm.) overflow, brass trap. Fittings chromium-plated. 

Kip and chain waste i -«* 4 \ 



. 






ilDE Sl2 






























- 



-i 

2" 4' 

I mn 

I 
•" 

• i mm*) 

E 

i7 dm 
mm.) 

m.) 

am.) 



Height 
from Floor 

r r 

-i" in.) 

i ' <r 

(457 mm.) 

r <r 

157 mm 

1'6" 
(457 ram.) 

!' <r 

(4^7 nun.) 
I' 6" 

(4S7 mm.) 

i r 

50fi i 



Length 

4' sr 

(1$S9 mm.) 


Width 

V M" 

(584 mm.) 


Depth 
at Waste 

V 5* 
(432 inni.) 


Rim 

21" 

(64 nun.) 


4' n r 

[1511 mm.) 


V 11' 
(584 mm.) 


(432 mm.) 


2f 

(64 mni 


5' 5£" 
(1664 mm,) 


V 11* 

(584 mm.) 


r 5* 

(432 mm.) 


2J" 

(64 mm.) 


5' 0* 
(1524 rain.) 


(584 mm.) 


r 5" 

(432 nam.) 


3" 
(76 ram.) 


5' 4' 
[1626 mm.) 


r 11" 
(584 mm.) 


r 5* 

(432 mm.) 


3" 

(76 mn 


5' 6" 
(1676 mm.) 


r 11* 
(584 mm.) 


r 5- 

(432 mm.) 


8f 

(89 mm.) 


5' 4" 
(1626 mm.) 


2' 1* 
(635 mm.) 


r 7* 

(483 mm.) 


4" 

(102 mi. 



11 

* 



; U ppli«! 2' r [«W "-,, huh F**7. 1-7679 and F63S1 baihs may be supplied I'll 
m' unit outlet of trap beim; above floor. ..-.*■. « u 

and F. - Urn, page 38. may be supplied Without extra . harge. 









EXTRAS 

i i waste, I J* (38 mm.) overflow, iron trap. ... , „ ^ o C 

5'V (1676 Kin Mid 6 J 0* (lttt mm.) outside .«es only, see page 38 
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'Hi ' 



Di im H 

inst back a 
I itiugs right hand 



J 



Right h.n.d corner position 
hit tings left hand. 



Diagram K. 

Right hand rnrner po*iti 
Fittings right hand 





= 










p iti 



1 >ni N- 

R position. 

I iltiujgs W'll hand 



Diagram 0. 

|<«-i ess position. 
Fittings ri^hl hand. 






I i ' Pedestal Lavatory, in coloured ciiithewmi*; F4034 | # (13 ram.) t 

: L . Fitti chr -mium-plated. 

Approxim mi StXBfi 

Basin Inside 

nu (457 mm. • 235 nun ) 

• (533 hum 27:* iiim | 

j2j- M r 

(571 mm 292 mm.) 
EXTRA 
-. .....'. m.»ii ifi.n ill i^t ration «w Lwittrlei and Fittings wi turn, p*ice 81). 
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. 1- 



\r 



P 

rx. 






i, 






fit i ; 

v . r *vim finingi 









• Set. comprising ! 724 > do m coloured earthenwan with hitfJ 
1 \s level coloured earthenware M Parva M cistern ; F6376 I 1 (3« n 

; ball , coloured porcelain enamelled Hush bend; F354I " Adaj- 



1 i 












H >>r I gallon* (II Off 14 litre! b I l|,, » 

Af, ■ • ' tion -'' 6J- (775 mm ) 






* 
it< 



EXTRAS 

< *1 when 



1 1 (44 mi ' 



i iP'iu pri 






*»d If i.I If (44 iph'm redu 






I height b\ 






Full detail* of trap* and vents to be stated when ordering. 

State pressure at ball-cock when ordering. 

« th taiee a » \ o 6 rem. Mbj ako be supplied in :— 

N ' N • 1 I'm) . So. 5 Blue. \.. I Yellow. \o. 1 Ufa 






»4 



m 



5 ha k 









* i 












4 
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Tl 














I 



— ■ 



FHU 






t 



Aa |j t u i mamelled inside, with plate tflass nurriM u-im>\ .il>le tf 



lh- 414 win 

jgj- 4|' <"4S« non ^:« mm I 11 mi 















Uty | -c > i kimcl led inside, with circular pUtc ! smi ror face and 




Mr ida» 



Jl>ir k 



. i r n - plated fiUiDjpi. 



... DO Hi Ml mm ; 












t 



* 







Uli 



i 



' fl p 1 



1 1 ••! i ri 



)>ll- y I rl\< s. Jih d fllll 



1 1 



' 



HIM 
r] r-7 HUH • ' 'Hi I4i »m 
in S|' iVVH mm 4S7 mm I4t iiim 



I btTWbU in rolmiivd Vimaua China I <» i-hiomiun Med! 



<M III 



■i 4 






* Mai 









aa* 

4 Hit 1 1 ii it i 

4 m inn 

i 













aXTRA 

I 



M riw 



**»r 









Mar* 

fc* am* ♦!•* 

* Ok* 

«». lull. P if 3 lUli 



wif» pi*km 



i»»t*»d of b*v»U»4 *4f 









« M«% »Uo hr aupplkil in 

\. > Hluc v l Li»< \o. • 




















F 7616 






f eou 



F 7mm 

















ii 
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F 6665 







. 




Ihi<nnndk§ 



F6620 : 



banks' Combined Soap and Sponge Holder, wrth hand rail, in coloured ware. 



Overall Sizes 

Depth from face of wall 



1 T x 6" (305 mm. x 1 52 mm.) 
31" (83 mm.) 







3 

2 
E 










F6 £22 : P Dish, m coloured ware. 



Dep ED face of wall 



F7649 



4 4 * 



. ■ 



6" x 6" (152 mm. x 1 52 mm.) 
3" (76 mm.) 



EXTRA 

Hand rail as F6620. 



F6619 : Shanl and Sponge Holder, in coloured ware 



' > : 

m face of wall 



1 2" X 6" (305 mm. x 1 52 mm.) 
I 3^(83 mm.) 



md F6619 may be supplied without centre division. 



F6626 : Shanks' Toilet Paper Holder, in coloured ware. 



F 



.... 



Overall Sizes 

Depth from lace of wall 






. , . . mm m > 



... 6i" x3.V" (165 mm. x89 mm.) 

3" (76 mm.) 



. . • 



F7644 : Shanks' 1 Roll Holder, in coloured ware. 

i h 'i .'M Sizes 



8* xV (203 mm. x 102 mm.) 
9" x 3" (229 mm. x 76 mm.) 



F7645 : Shank Holder, in coloured ware. - 



all Si 



6" x6" (152 mm. x 152 mm.) 



F7646 : I ind Toothpaste Holder, in coloured ware 



. 






4"x4* (102 mm. x 1U2 mm.) 
(f x 3" (152 mm. x 76 mm.) 



F7647 jml othbrush Holder, in coloured ware. 



r_ 






... 



in ■ «red ware 



■ l 



3*x3" (76 mm. x 76 mm.) 



4"\4" (102 mm. v 102 mm.) 
6 6" (152 mm. x 152 mm ) 



I rh brackets in coloured ware. 






< 



I 



. i Sfa ■ | - l 

- 

127 mm.) 

2 1 .s- 
610 mm 127 mm.) 

.r.i. ; ii nu 

W <S* 

(762 127 mm.) 



Mange of Brackets 

3* x 3" 
(76 mm. x 76 mm.) 

4" • 4" 
(102 i rim. 102 mm.) 



F7650 : nn ■] Rail, n idu in coloured ware 

Flange of 1 ckets 



he 






■ iml o! flange plates 



3" x 3" (76 mm. / 76 mm.) 
i" >' 4" (102 mm, x ln2 mm.) 

24" (610 min.) 



• ••• 



,n ' ' : R* ai No 6 Green. May also be supplied in : 



No. 1 Ivory, No. 1 Pink. No. 5 Blue. No. 1 Yellow, No. 1 Lilac 



The accessories on this page are for building into wall 



2d 










numnahs 





F6620 



F6622 




F66 









1 











F6626 



F7644 



( 






I 




F7647 



F7646 




F7645 



F7648 




F7649 
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WOOD CC 



DECOSAN " 
SM££T FINISH 
- I JT JOINTS 











c 7566 

the Ideal/ 1 in 

i rubber and chromium- 




Mi. ol^ 



R567 



ft Seat- :he " Ideal." in M Deed- 



s' ^hmnks I - ai . m iaeai. in wccotan 

hn.sh. with n cr buffers nd chromium-plated bra> 
rung' 



Decosan ' is the perfect finish for sanitary purposes 
owing to its smooth hygienic surface and durabi 

Any ordinary wear and tear, or atmospheric con- 
ditions, will not affect this finish. 






In appearance it looks like fine porcelain, but in 
realitv it is a sheet composition applied to a hard 
wood core by a special process, hermetically sea 
it and making the sheet surface one homogenc 
mass without joints of any kind. " Decos. 
finish should not be confused with that of sea- 
similar in appearance, which are merely sprayed with 
a film of enamel. 






The thickness of the kl Decosan " covering on tht 
wood core is sufficient to ensure its lasting qual 
and fine hygienic surface, which is impervious to 
water and will not crack, flake or harbour dirt. 

A soft cloth and ordinary soap and water is all that 1 
is necessary for cleaning " Decosan " finish. 



u Decosan" seats are supplied, in addition to black, « 
white or mahogany finish, in six standard coloui 
undernoted — 

No. 5 Blue. No. 1 Yellow. No. 1 Pink. v 
Green, No. 1 Lilac. No. 1 Ivory. 




link 



F8164 



• 



F8164 Shanks* Closet Seat, the w Hygienic, 
1 Decosan n finish, with cut away front, rubber 
buffers and chromium-plated brass hinges. 

F8165 Ditto, ditto, with lid. 

EXTRA 

With lengthening plate in polished bi 

With strengthening plate in < hromium nlai» I I .•■ 

\«»TL— The strengthening plate i- unendfrd >» 

are liable to rough usage. 
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ii 






§fo(annilk§ 












No. I PINK 



Shanks 






i i 





Shanks 



MAHOGANY 




The above illustrates Shanks 1 " Decosan " Seats in mahogany 
finish and in Shanks' six standard colours* 
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i i 



NSUL" DECORATIVE BOARD 




No. 1 P 

Sta d 




No. 1 PINK 
Light 




No. 









No. 6 GREEN 
Standard 



o, 6 GREEN 
Light 



No. 6 GREEN 
Stippled 



No. 5 BLUE 

Standard 




No. 5 BLUE 
Light 




No. 5 BLUE 
Stippled 



No. 1 YELLOW 
Standard 







No. 1 YELLOW 
Light 



4 















No. 1 YELLOW 
Stippled 



No. 1 LILAC 
Standard 



No. 1 LILAC 
Light 



No. 1 LILAC 
Stippled 















hat 

m v. | 



: deoorath i cfr 

eco Board 

i Black. 



T ' ar- I) | I duced I Shi & 

nd wi and t<> harmonize or 

contrast with t, r S, ary Appli 
colour 






P R 



C E S 



O N 



APPLICATION 



GREY 
Stippled 
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t 



i i 



NSUL" DECORATIVE 



BOARD 



Shanks' " Insul " Decorative Wall Boarding is an inexpensive material whi.K ^ 

panels, lavatory splash backs and the lining for bathroom walls ^ many a " ract ^e possibilities for bath 

Decoratively, it is not cheapened in effect bv imitating other material* T*> „♦♦ .• 

colour finishes peculiar to this material. It has a highly polished hSienic JX^ *^mm .s entirely due to the beautiful 

and provides a novel means of giving to walls that ^mpl^t^ cofc 

HHSZ Sn^^w^no^Si^ 1 ^/ 5 & *■**"— ***** ■«* * *•* -d strong, «* be,n. 



Cleaning is a si 
indefinitely. 




e matter — a damp cloth or soap and water is all that 



is necessary to maintain its bright and fresh app< rx< , 



onTe jobrf'St^ne? ^ ^ ^ Ie3St P ° SSlble trouble rad in ^ ™™ * ^ime. The sheets a 



■ m be cut 










SIZES OF SHEETS 



Shanks' "Insul " Decorative Boarding is supplied in standard sheets- 
plain or stippled colour effects as shown by colour chart, and in Black. 



12'x4', 8'x4\ 6'x4'and I'x4'in two shades of 









WORKING AND FIXING 

£32 T y h n A Ut t0 . Sha! i e ° n the , j ° b With a fine tooth saw ' and cemented, screwed or nailed to wall, 
sanded, bevelled or planed as easily as wood. 



f 1 * 



The edges mav be 



FIXING WITH SCREWS 

It is recommended, when- sheets are to be screwed to walls, that each sheet should be large enough to cover one wall in i 
piece, m order to eliminate vertical joints as far as possible. 

Vs alls should be plugged and battens fixed at 16" centres. Sheets should first be fixed to the wood ground at top with small 
nrads ; aiterwards fixed with chromium-plated screws or escutcheon pins at 16" centres vertically and horizontally. Top 
or boards to be covered with wood or metal capping, and bottom of boards resting on Moor fixed tight to the wall through 



wood cove. 





SCREWS 
6" CENTRES 



CAPPING- 




4'"0' 




COVE 



Showing method of screwing boards to wood battens on brick wall. 

Wood capping and coving are usually provided by builder (but 
metal or wood capping and wood coving may be supplied along with 
the boards if required). If wood capping and coving— these should 
be enamelled, at the same time as other wood work in the bathroom, 
a darker shade of the same colour as the tl Insul " boarding. 







' 










213 




' 




h(inirak§ 



i 










i t 



USUL 



) » 



DECORATIVE 



BO.^D 



FIXING /ITH CE ENT 

TO PLASTEF WOOD-LINED WALLS 

Her ze shcc used for screwing to wall 

ar n ihit> case pe- ssi' any vertical joints can be 

rii u tight fit, liceable than is the case 

itl e son pins. 

Before apply o \ I, the back of board, also 

fa \{ Ush .'old size or other suitable 

r. it of Shanks' " Insul M ( aent should 

be kn 1 on to wall on to back of boards. Boards 

en be plied ii and shored up. particularly 

for a I >d of r thirty minutes, in order 

the ( nt tting. Small brads should 

b< ^nd i torn of boards over which 



m 



int? ai 



>d coving should be 






to be too thick, turpentine will 






. 



Ml 



vID SPLASH BACKS 












;ade by screwing Insul M 

•ructed of light 

Bath skirtings and 

be wed to wooden 
i. 






, . 



NO 

the case 
with 



** c th« <;) water, as is 

bath roll, Bhould be sealed 



■ 







CAPPING 




4-0 



COVE 




Showing method of applying boards to plaster wall 




METAL CAPPING 





EXT. ANGLE 



METAL 
COVERING 5TPIP 



Showing metal sections for covering joints. 




HROMIUM PLATED ANGLE 



-3 ■ t 




SKIRTING- 



CHPOMtUM PLATED ANGLE 




SKIRTING SCBEWED INTO 
WOOD PLUG IN WAL 



<ootoh^-J) 



BATH POLL BUILT 
INTO PLASTEP 



showing method of applying boards for bath panels and skirting*. 
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Waste . 
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223 
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Sink 
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Flush Pipe 




• ■ 


223 


4901 


If • * ■ * » a 


• • * 


225 


8146 
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Sink 
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Trap 




• ■ 


236 


5730 


Tap 


* • • 


232 


8148 


Trap 


. ■ • 


4027 


Tap 
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Cistern 
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* a 


232 


6184 


Washtub and Sink 
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Sink 
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Combined 


Fitting 
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* • 


223 


6186 


Sink 
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Waste Pipe 
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Sink 
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* ft 


217 


6190 


Waste 


• ft • 


235 


8157 


Tap 


> a • 


4128 


M 




• ft 


215 


6251 


Grating ... 


A - ft ft. 
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ft . . 
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" New Rotunda" F 
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Bracket ... 
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Waste .. 




ft * 


235 
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Cistern ... 


* ♦ * 


223 


8181 


Cistern Pull 


■ ■ t 


4522 


Tap 
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6876 


Sink 


• + a 


218 


8182 


• « »» 


• • . 


4583 


Trap 
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236 


6879 
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8235 


Washtub and Sink 


4633 


Stop-cock 
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Waste 
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Sink 
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7499 
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INDEX TO TRADE NAMES 



Enmore " Washtub and Sink 

"Esco"Trap 

" Fereneze " Washtub and Sink 
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F4128 




F4128 : Shanks' Plain-edge Sink, in fireclay, with outlet and weir overflow at end. Not including fit tin 



Sinks may be supplied as follows : — ■ 

White inside and buff outside 
White inside and outside 



Up to SCfx20*xlQ* inclusi 
All sizes. 



Approximate Overall Sizes 




SHOWING F4884 IRON LEGS WITH 

STAYS TO WALL 



— // 



-yrt 



V 



\S x 15 

24* X 1.6 

24" < 1 8 
27"X1S" 
30" X I 8" 
24" v 16* 

27" :■ 18" 

m»x i.v 

30" X 20" 

:w x 1 8" 

36"x2n 
42" -21 
48* - 'J 4 



-- 



■ 



8" 
x 8" 

X 8 

x 8" 
8" 

X 1 0" 

Ml" 
HI" 

XlO" 
X 10 

X H> 

:<10" 

• 12" 



(•J 57 
(610 
(610 

(686 



■ 



.•' 



(61 

(610 

(686 
(762 
(762 
(914 
(914 

(1067 
(1219 



aim. x 381 
nun. X 406 
nun. X 457 
mm. x4 57 
mm 457 
mm. / 40 
mm. -157 

mm. ■ 457 

mm. x 457 
ium. x 508 
mm. x457 
mm. 508 
mm. 533 

ii.ii, liln 



mm. > 2 
m, ■ 2 
203 

H. 2Q3 
mm. X203 

mxa. x 25 
mm, X254 

mm X 254 
mm. X 254 
mm, x 2S I 
mm. x 254 
mm. x 254 
mm. x 254 
mm 



mm ) 
mm. I 
i im.) 
mm.) 
mm.) 
mm I 
n 

mm ) 
in 
n 

mm. J 
mm 




SHOWING WEIR 
OVERFLOW 




For specification of F452I plug and chain waste, F40S5 brackets, F4884 legs and F4030 taps shown above, see Sink Fitting. Section 
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F1153 



F4876 : Plain- 

high back, in fiiec! 
out side, i 'Liti j d v 
id. ig fitting 



ink with 

and 

> iw at 






. ii ui.) 
- 

I 

- i : 

1 



F1153 : Shanks* Plain-edge Sink, in 
fireclay, with outlet at end, no overflow 
Not including fittings. 



Sinks may be supplied as follows r 

White inside and buff outside. 
White inside and outside. 



Approximate Overall Sizes 

14 x 18 6" (610 mm. x457 mm. x 152 mm.) 
%T x 18" x6" (686 mm. X457 mm. x 152 mr; 
30' 1 8" x 6" (762 mm. x 457 mm. x 1 52 mn 
IV x I8"_x€f (610 mm. x457 mm. x203 mm ; 
27* x 18" X ; 8f (686 mm. x457 mm. x 203 mm.) 
3(Txl8"x8" (762 mm. x 457 mm. x 203 mm.) 




F4876 












Fo 



r specification of FII22 and F452I plug and chain waste, F4055 brackets, F4030 and F4889 taps shown above, see Sink Fittings Section 
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25 : Shanks' Roll-edge Sink, ... 
fireclay, white inside and out . 
outlet ^ and weir overfk , at . d. 
including fittings. 

Approximate Ov 

24"xl8"xl0" (BlOmtn.x mm ,) 

27" x 18* x 10" (686 mm 

30"xl8"xl0" (762 mm. x ! :, , .) 

36" x 20" x ID" (914 mm x 51 i mm, x 254 mm.) 

42"x21"xl0" (1067 mm. x 53:1 mi i 

48" x 24" x 12" (1219 mm. X610 n>, x 305 mm.) 









F4125 



F8084 : Shanks' Plain-edge Sink, in 
fireclay, white inside and outside, ledge 
and soap sinkings, with outlet and weir 
overflow at end. Not including fittings. 

Approximate Overall Sizes 
27" x 18" x 10" (686 mm. x 457 mm. x 254 mm.) 



J 



1 
J 




Plan showing Soap Sinkings. 




F8084 



For specification of F452I plug and chain waste, F40S5 brackets, F4030 and F8I58 taps shown above, see Sink Fittings Section 
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Shanks 






F6876 : Shanks' Roll-edge Sink, in fireclay, white 
inside and outside, with outlet and weir overflow in 
centre at back. Not including fittings. 

Approximate Overall Sizes 

30" x 18" x 10" (762 mm. x 457 mm. x 254 mm.) 
36"x20" x 10" (914 mm.x508 mm.x254 mm.) 
42" x 21* X 10" (1067 mm. x 533 mm. x 254 mm.) 
4S^x24"xl2* (1219 mm. x6l0 mm. x 305 mm.) 



F6876 



Plate F8035 : G npri ;, I 76 Roll-edge 

fire ide, with outlei 



_ tlei 

; F4S85 white 
Not in 



. 









: mi 

- 

- ) II I : 







For specification of F452I plug and chain 



PLATE F8085 

waste, F4&84 tegs and F4027 taps shown above, see Sink Fittings Section 
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PLATE F8412 



Plate F8412 : Comprising Shanks' F8409 Plum-edge Sink, in fireclay, whi 
inside and outside, ledge and soap sinkings, with outlet and tow ill 

centre at back ; F8379 \" (13 mm.) inclined pillar taps with 
to underside of ware ; F4521 1 £" (38 mm.) plug and chain ft e ; 1 * pain 

iron legs with stays to wall. Fittings chromium -| 



Approximate Ovi km l Subs 

27" -21 10* (686 nun. ;S33 mm 254 mi. 
30" T.\" H)" (762 mm. 584 mm 2SA mi: 

EXTRAS 

I" (19 mm.) t,jp> 

2" (51 ium.) waste fitting, 
Legs wh&U poro i in enamelk d, 
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PLATE F4880 

Plate F4880 : Comprising Shanks* F4128 Plain-edge Sink, in fireclay, white inside and outside, with outlet and we 
overflow at end; F4521 1J' (38 mm.) plug and chain waste, chromium-plated; F4055 painted iron brackets; F 
teakwood drainer, 30" (762 mm.) long, with F4055 painted iron bracket. Not including taps. 



Approximate Overall Sizes 

24" x 18" X 10" (610 mm. X457 mm. x254 mm.) 

(686 mm. X457 mm. X254 mm.) 
(762 mm. X457 mm. x254 mm.) 
(914 mm. x 508 mm. X 254 mm.) 
42" x 21" X 10* (1067 mm. x 533 mm. x 254 mm.) 
48" x 24" x 12" (1210 mm, x 610 mm. x 305 mm.) 



27" x 18" X 10" 
30" x 18" x 10" 
36" X 20" X 10" 



EXTRA 

Brackets white porcelain enamelled. 










F8373 Portable Teakwood Drainer. 

Plate F2277 : Comprising Shanks* F6879 Plain-edge 
Combined Sink and Fluted Drainer, in fireclay, white 
inside and outside, with outlet and weir overflow at 
end; F4521 1£" (38 mm.) plug and chain waste, 
chromium-plated ; F4884 painted iron legs with stays 
to wall. Not including taps or F8373 portable teakwood 
drainer. 

Approximate Overall Sizes 

30"xl8"x9£" (762 mm. X 457 mm. x 241 mm.} 
36*xl8"x9£" (914 mm. x 457 mm. x 241 mm.) 
42"x21"x9F (1067 mm. X 533 mm. X241 mm.) 
48"x2t"x9i* (1219 mm. x 533 mm. x241 mm.) 



EXTRA 

Legs white porcelain enamelled. 




~~r 



T 








Section— Plate F2277 



PLATE F2277 



For spec 



EXTRA to Sinks on this page 

2" (51 mm.) waste fitting. 

ification of F4027 taps shown above, see Sink Fittings Section. 
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PLATE F2295 





Section— Plate F2295 

Plate F2295 : Comprising Shanks 1 F688G 
Roll-edge Combined Sink and Drainer with 
high back, in fireclay, white inside and 
outside, outlet and weir overflow in centre 
at back, teakwood inset; F4889 J* (13 mm 
taps ; F4521 \\" (38 mm.) plug and chain 
waste ; F4885 white fireclay pedestals. Fit- 
tings chromium-plated. 

Approximate Overall Sizes 

42"x23"x9r (1067 mm. x 584 mm. x 241 mm,) 

Back 6" (152 mm.) 

48" > 23" x9V (1219 mm. x 584 mm. x241 mm | 

Back 6" (152 mm.) 

EXTRAS 

f (19 mm.) taps. 

2" (51 mm.) waste fitting. 






i 



4 



f 



» 













i 






.on -Place F4877 



e F4877 ; Comprisin ' F6S82 Roll-edge 

lite inside and outside, 

i c flood insets ; 

".' plug nd ch waste to each 

inr n le; with fcays to wall. 

bin /?// . Fittings chromium- 
plated. 

; erall Sixes 

■'' 21 1 1 W mm, 5 coin. 241 nun.) 

48 1 -! (.1219 nm \3 mm 241 mm.) 



EXTRAS 

-' (51 nw; tilings. 

white : ielled. 







PLATE F4877 



For specification of F8I44 fitting shown with Plate F4877 sink, see Sink Fittings Section. 
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Approximate Overall Sizes 



16* xl5'y5" (406 mm. x 381 mm.xl27 n . ) 
Heigntor back I2 " {M>S „ , ,_, 

EXTRAS 

Fittings chromium-plated. 

Brackets white porcelain enamelled. 



ERRATUM 

FS089 grating is supplied portable, not hinged. 



PLATE F8087 



Plate F8088 : Comprising Shanks' F8378 Plain-edge Dri ? 
Sink with back, in fireclay, white inside and outside, with 
teakwood inset; F4027 |" (13 mm.) taps; tj* (38 mm.) 
waste; F8090 hinged brass grating. Fittings polished brass. 



Approximate Overall Sizes 

21" 18"x7" (533 mm. :<457 mm. x 178 mm.) 
Height at back 6" (152 mm.) 



EXTRAS 

Fittings chromium-plated. 
















PLATE F8088 
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PLATE F8376 



Plate F8376 : Comprising Shanks' Teakwood Sink, with galvanized iron plates and end bolts; tinned copper strai iner ; 

in.) I standing waste and overflow ; F4835 painted iron brackets ; F4886 teakwood drainer with F4835 pajnted 

iron brad Fittings polished. Nat including taps. 



S —Inside Sizes 

24 is IU" 

(610 mm 457 mm. -254 mm.) 

30' is" in" 
(762 i 457 mm. 254 nun.) 

18* 10' 

(914 . 457 j I mm.) 

10* 

•i i mi, 254 mm.) 

48" :r [0* 

(1219 mm. E mm 254 mm.) 



Drainer Sizes 



30" X 1 8" 
(762 ram. -: 533 mm.) 



J 



30*X21* 
(762 mm, x 533 mm.) 

30" y 24" 
(762 mm. *61<0 mm.) 





( 







■ 



EXTRA 
5] mm. i waste fit tin 



For specification of F4030 taps shown above, see Sink Fittings Section. 
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Section of Places F4892. F4893 and F4894 



Apfrojcimatj Overau 

48*.x22* yr'(i2l9 mm, -• nam 241 nam,) 
Height from flooi , of sink at bai k 



m 

i 



NOTE 



TE— -unless otherwi e ordered, slop ink is supplii i U "S" trap 
and right-band vent, but may b< lied with ,l P" ti . 

Slop sink may be suppli n desired, at left band 
illustration).. 






PLATES F4892, F4893 and F4894 

Plate F4892 : Comprising Shanks' F6920 Combination Wash-up and Slop Sink, v. gh L and pe 

hreclay, teakwood insets ; F4889 |* (13 mm.) hot and cold brass taps to wash-up sink and 5J 

} 5 (89 mm.) plug and chain waste in brass ; brass waste pipe between sink and slop sink ; I lion ( 

in iron, glass enamelled inside, painted outside ; F6693 brass valveless siphon " New Rotuxi I ngs ; fcmH-c 

tinted iron brackets ; F8181 brass chain and rubber ball pull with ring guide ; P2930 1 A (38 mm.) gal in -h 
Pipe ; portable brass grating. Fittings polished. 

Plate F4893 : Ditto, but cistern and brackets white porcelain enamelled and flush pipe in polished hi 

Plate F4894 : Ditto, but with F6812 3-gallon (14 litres) cistern in white fireclay, with white rcelain enamelled iron co 
brackets white porcelain enamelled and flush pipe in polished brass. 



EXTRAS 

F6251 small portable grating to fit into outlet n slop sink- 

In polMwxl or chromium -plated brass. 

Fittings chromium-plated. 
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Section of Plates F2951 . F4895 and F4896 



Approximate Overall Sizes 

Slop Sink— Width 18" (457 mm.) 

Projection 19" (483 mm. j 

Height at front .... ., 15 J' (394 nm 

Skirting 4" (102 mm.) 

Wash-up Sink .... 24" X 18" X 1 0" (610 mm. >r 457 mm. x 254 mn 



NOTE. — Unless otherwise ordered, slop sink is supplied with " S 1 ' t 
and right-hand vent, but may be supplied with " P " trap, no v«-r. 

Slop sink may be supplied, if desired, at right-hand of wash-up 
(i.e., opposite hand to illustration). 



PLATES F4595 and F4896 

? ,a * e *; 2951 ! Combined Slop and Wash-up Sinks, in white fireclay; slop sink with teakwood 

itres) cistern in iron, 

ball-cock; F4051 

anized steel flush 

_ .., ,_-_„ „... ,,__ ... , .. pipe between sink 

k ; bl . painted iron brackets for building into wall. Fittings polished. 

Plate F4895 : C but with extern and cistern brackets white porcelain enamelled, and flush pipe and clip in polished bra* 

P, vl t r e ^, 896 L °? T AV,lh P ?' 812 ***** ( 14 litres) cistern in white fireclay, with white porcelain enamelled iron 

rn b kets white porcelain enamelled, and flush pine and clip in polished brass. 











i 



EXTRAS 

Fill in. vuium -plated. 

ts while porcelain enamelled. 
?1 small portable grating to fit into outlet inside slop sink 
P hed or chromium-nlair-d hracc 



m mm -plated brass. 







•)'> 



24 









1 



1 
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PLATES F4897, F4898 and F2296 




Section. 
Plates F4897, F4898 and F2296 




Plan. 
Plates F4897, F4898 and F2296 




Mnim..&§ 



Plate F4897: Comprising Shanks' F4900 Slop 
Sink, in white fireclay, with teakwood inset on rim ■ 
brass hinged grating with rubber buffers * F40?7 V 
(13 mm.) brass taps; F5896 3-gallon (14 litres) 
cistern in iron glass enamelled inside and painted 
outside ; F6693 brass valveless siphon "New 
Rotunda fittings; ball-cock; F4051 painted iron 
FW^FS* bms chain and rubber ball pull; 
V yd0 T !> .f 38 mm *) galvanized steel flush pipe and 
clip. Fittings polished. 



Plate F4898 ; Ditto, but cistern and brackets white 
porcelain enamelled, and flush pipe and clip in 
polished brass. 

Plate F2296 : Ditto, but with F6812 3-gallon 
(14 litres) cistern in white fireclay, with white por- 
celain enamelled iron cover, brackets white porcelain 
enamelled, and flush pipe and clip in polished brass. 



Width 

18" 
(457 mm.) 



Approximate Overall Sizes 
Projection Height at Front 

19" 154* 

(483 mm.) (394 ram.) 



Skirting 

4" 

(102 mm,) 



EXTRAS 

Fittings chromium -plated. 

F6251 small portable grating to fit into outlet inside sink 
In polished or chromium-plated brass. 



Plate F41 89 : Comprising Shanks' F4901 Angle 
Slop Sink, in white fireclay, with teakwood inset on 
rim ; galvanized iron portable grating with rubber 
studs; F4027 \" (13 mm.) taps; F2288 3-gallon 
(14 litres) " Levern " valveless siphon cistern in 
painted iron ; ball-cock ; F4701 painted iron 
brackets ; F8182 brass chain and rubber ball pull ; 
\\" (38 mm.) galvanized steel flush pipe and clip. 
Fittings polished. 

Plate F8380 : Comprising Shanks' F4901 Angle SlO] 
Sink, in white fireclay, with teakwood inset on rim, 
galvanized iron portable grating, with rubber studs. 
No other fittings. 



Approximate Overall Sizi 

Back to front 

Corner to corner .... 
Length along sides 
Height at front 
Skirting 



- • -* 



« - • « 



21 i" (546 mm. i 
23" (584 ran 

I;6J" (41^ mm,) 

15.1" (394 mm. 

4" (102 nun. 



EXTRAS to Plate F4I89 

Cistern glass enamelled inside and painted outside, 
Fittings chromi urn-plated. 

EXTRAS to Plates F4I89 and F8380 

Portable grating in polished brass instead of galvanized ini 
Ditto, chromium-plated instead ol galvanised iron, 

F6251 small portable grating to fit ml- utlet inside slop sink- 
In polished or chromium -plated brass. 



N 



— Unless otherwise ordered, above slop sinks are 
supplied with '* S " trap and right-hand vent, but may be 
supplied with «' P " trap, no vent, 




K 











MmmiLn 



PLATE F4189 




u 
Plates F4189 and FS380 




Plan. 

Plates F4189 and F8380 
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PLATE F4904 

Plate F4904 : Shar ' Range of Wash Tubs, comprising F6185 tubs in fireclay, white inside and outside ; Fl 122 1 \" (38 mm.) 
plug and chain w es in polished brass ; painted iron legs and frame. Not including taps, soap dishes, discharge pip> 
channel o\ outlet citing in channel. 

Approximate Overall Sizes (Each Tub) 
24' 20" 15* (eiO mm, x l08 mm, x $81 mm,) 
27 20" x l'Jf (686 mm. > 508 mm. 381 mm.) 
30";. 24" [ST (762 mm. 610 mm. x 381 mm.) 



i 





Fittings chromium-plated. 

Waste fittings 2" (51 mm.), in polished or chromium-plated brass. 

Legs white porcelain enamelled. 

Discharge pipe? to floor in galvanized or white porcelain enamelled steel 
\\" {38 mm.) or 2" (51 mm.). 

While fireclay pedestals, as Fig. A, instead of legs and frame. 

Teakwood wringer board, with bolts and nuts. 

F1546 soap dishes in white fireclay. 

F4030 taps as Sink Fittings Section. 

NOTE. — When required, centre pedestals are cut or slotted to allow 
passage of horizontal waste pipe. 



A. 



226 









^v 



/ 










ncmnLss 




The illustratu odern 

designs of ible and an 
stainle -ml rs 
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Many diffei 
are it. v 

c\ boards, in 
the sizes specifii 
will be supplied o 







PLATE F8152 



Plate F8152 : Comprising Shanks' F8I53 Stainless Steel Double Sink and Di iers, U" (38 mm.) w 

.unless steel chains, overflows. Not including cupboards or supports for sinks. 



Inside Sizes of each Sink 

18"xl5"x7" 
(457 huh. x381 mm. x 178 mm.) 

22" x 1 5" x 8" 
(559 mm. x 381 mm. x 203 mm.) 



Overall Sizes 

84" xl 8" > 10 %* 
(2134 mm. X457 mm. 260 mm ) 

92" xl 8':- 111" 
(2337 miii. x 457 cam, 286 mm.) 



Sjzi Drain i 



I. .ii H 

28* 

(712 mm ) 



il l 

18" 

! mm ) 



i and 



EXTRAS 

F8143 Shanks' chromium-plated combined hot and cold fitting for coupling ciM t' waii. . ith swivel i U I 

Inlets in wall screwed \" (13 mm.) iron male. 

I SMS : Ditto, but inlets clear of wall. 

31 1 lb* (38 nun.) u Esco " " P " trap, chromium-plated. 



CUPBOARDS 

Shanks' Cupboards are designed to fill in and make use of the space below the sinks 
assembling on the site. The finish may be in standard colours. 



Thev are made in 









F8154 : Shanks' Cupboard for use with Double 
standard colours. 



Sink Combination, fitted with doors and ne SI if draw and 



l<> suit double sink 84" x 18" x 10J" (2134 mm. x -157 mm. , -260 mm.) overall stees. Fitted with 4 do and 
To suit double sink 92" x 18" x llj" (2337 mm. x 457 mm. x 286 mm.) overall sizes. Fitted with 5 door- > 



EXTRA 

Pot Board. 





Plate F8155 : t ompri nl 

:eel Single Sin* 
H" (38 mm.) waste with plug ar. 

steel chain, over 









inlc 
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PLATE F8155 



Inside Sizes oi Sitfii 

nr < i.r >.Gi" 

(406 mm. v 381 mm. 171 mm.) 

18" I5"x7" 
(457 mm. 381 mm. x 178 una.) 

'11 I5"x8" 
(559 mm. X 381 mm. • 203 mm I 



Overall Si 

35|' > IS I" 

(902 mm. -57 i M mm 

37 | 
vj ram. x 157 men. x 280 m> 

\\\' , 18* icllj* 
(1054 mm. 157 mm. nin 



EXTRA 

F7311 U" (3€ mm ' "Esco" " P " limp, tiromium 



! ! 2 
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PLATE 



I I 



WALTON" 



PLATE F7454— "ENMORE " 



Plate F8235 : Shanks' "Walton" One-piece Combined Washtub and Sink, comprising F7535 fired tub ind 
white inside and outside, with overflow ; F8308 \" (13 mm.) polished brass hot and cold inclined , wi 

pipes carried to underside of ware ; white enamelled metal splash back ; polished brass soap di , , 

and chain wastes, If* (38 mm.) for tub, 2" (51 mm.) for sink, discharging into combined outlet piece in p 
coupling nut and 2" (51 mm.) painted iron adjustable trap with cleaning eye ; painted iron discharge i 
side wall (see diagrams) ; two painted iron legs with stays to wall ; removable iron wringer clan -, adji 
(356 mm.) or 16" (406 mm.) wringers. 

Plate F7454 : Shanks' " Enmore " One-piece Combined Washtub and Sink, as bi wid 

polished brass hot and cold taps with knees for screwing to wall and supply pipes carri to utfdi ide i 
hack or soap dishes. 

Approximate Overall Sizes of Tub \vu Sink 
48"x20"; 15" (1219 mm. 508 mm X381 nun.). 



EXTRAS to above Washtubs and Sinks 

Sittings chromium -pi a ted. 

Legs, trap, and discharge pipe white porcelain enamelled. 

Snugs in tub to take wood drainer. 



DEDUCTIONS applicable to above Washtubs d S 

Wit! in 

Without !i •!'• 



The ji Walton " or " Enmore " may be supplied with galvanized iron wringer plate, instead of ■ 





Showing discharge pipe through side wa 



Showing discharge pipe through back wall 
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Showing the M Fereneze " ficced with galvanized 

iron wringer plate* 



PLATE F7499— "FERENEZE 



» ■ 






Plate F7499 : Shan " Fereneze " One-piece Combined Washtub and Sink, comprising F7534 fireclay tub and sink, 
white inside and outside, with overflow ; polished brass plug and chain wastes, H-" (38 mm.) for tub, 2" (51 mm.) for sink, 
discharging bined outlet piece in painted iron with coupling nut, and 2" (51 mm.) painted iron adjustable trap with 

cleaning eye ; j ed iron discharge pipe through back or side wall (see diagrams) ; two painted iron legs with stays to wall ; 
removable iron wringer cable to suit 14" (356 mm.) or 16" (408 mm.) wringers. Not including taps. 

Approximate Overall Sizes of Tub and Sink 
48* 20* 15" (1219 mm. 508 mm-, x 381 mm.). 

EXTRAS 

I - ' .-mium-plated. 

I 1 13 mm.) polished brass hot and cold taps. 

Ditto chromiuui-phitrd ditto. 

1 e and discharge pipe white porcelain enamelled. 

Smj^s in tub to take wood drainer. 

DEDUCTIONS 

Without iron discharge pipe. 
Without iron trap. 

* ' > < nia- i supplied with galvanized iron wringer plate, instead of clamps, at same price. 







Sh 



owing discharge pipe through side wall 







Showing discharge pipe through back wa 
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PLATE F6184 






84 : Shanks' Two-piece Combined Washtub and Sink {rv 

k, white inside and outside, sink with overflow ; F< 2 I J > nun | po! 



Plate F6184 

ti' ink _, 

6190 V (51 mm.) polished brasa plug and chain ¥ te for sink ; thi d ir lc>» 

tpi, wattB pipe, trap and wringer plate, 

Approximate i 

I I H 

24* 2(j 

(SIC 381 mu ('^ " 



n 



EXTRAS 

i «! in bromitim \ 
F4030 • i I 

bit! i tu i na 

1 6187 w » on.) a 

l minted i 

G i[\ uii/nl i Ti writ i H ■' 



4'-O m 
121 V U U 







Showm| discharge pipe chroufb ude '~i ! ' 



SKo- 
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F5730 

F5730 : Shanks' Screw-down Tap, 
screwed male for iron. 

Polished 

Siztis— r (13 mm ) 




F8158 : Shanks' Screw-down Tap, 
id) inclined bo( Range and 

loose boss for ' 
















Shut iks 

F4889 

F4889 : ,nnk.' bcrew-down 1 

with jam nut, coupling nut and tail lor 
bad dor Sink or tub with high back). 

shed 



• f u 



' 



9 : mnL) or |* (19 mo 



Nllcink* 

F8157 



F8157 : Shanks' Screw-down Tap, with 
inclined body, screwed male for iron. 

Polished or chromium -plated brass. 
Sizes— A" (13 mm.) or T (19 mm.) 




Sliunks 

F4027 



F4027 : Shanks' Screw-down Tap, 
with wall flange and inlet for lead clear 
of wall. 

Polished or chromium -plated brass. 
Sizes— A - (1.3 mm.) or f (1:9 mm.) 



>linnk* 




F4633 

F4633 : Shanks' Screw-down Stop- 
cock, with coupling nuts and tails for 

lead. 



ted or chromium-plated b 



Sizes— | - (13 mm.) or f (19 mm.) 




F4030 

F4030 : Shanks' Screw-down Tap, 
with wall flange and loose boss for lead 

Polished or chromium-plated brass, 
Sizes— V (13 mm.} or T (19 mm.) 




M,Ki nks 

F4522 

F4522 : Shanks 1 Screw-down Tap, 
with quarter turn lever handle, wall 
flange and inlet for lead clear of wa 

Polished or chromium -plated brass. 
Sizes— 4" (13 mm.) or I* (19 mm.) 




U 




STANDARD 

—IRON PIPE 

THREADS 




FIG. 1 



FIG. 2 



FIG- 3 



NOTE affecting F4U27, F4522, F4888 
1-4333 taps only— 

Unless otherwise ordered, taps are 
with coupling nuts and tails for J 
Fig. 1. 

If for light copper pipe, coupling bo I 
tail is omitted, as Fig. 2. 

If for heavy copper or iron, tail is 1 *» 
and screwed female, as Fin. 3. 



NOTE.— Inside diameter of copper p: Ujtf 

and number of threads per inch mutt 
given when ordering. 
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F8142 



• 



F8I42 : Shanks* Chromium-plated Combined Hut and 

>ld Fitting, with swivel arm having anti plash nozzle, 
movable china soap dish, wall flanges, inlets clear of 

til with coupling nuts and tails for lead. 

Si/- -|" (13 turn.) or f (19 KOTO } 





F8143 



F8143 : 

t i Fil g, for «»i 

ha inf rn 












II fl. 



if 



Inlets in 



m.il< 









r 















Removable an 
splj .h nozzle 



F8144 



F8144 : Shanks' Chromium-plated Combined Hoi and 

Id Fitting, with swivel arm, ha\inL! anti-splash nnz 

1 ingea, mitts clear of wall with coupling nuts and l.i 
r lead. 









t± 




hM 




F8145 



* 



Sitai |* (13 n 19 i 



F814S : - nks 1 Ch niun ^d 

n J ill. 

ash n< e Inlets 
m pipe. 



sod 



n 



EXTRA to Fitting! on th.*Jpaf# 



i i 



(i 












; 



I 













Ihtmimks 






i 

• 









CO 




O 




a 



i 

OP 






3 



-I 






I/) 
Ed 







t 

























4, 












■«JR 



I 



^ - 









Shunts 




*MIUItlo 



F8146 



F8147 



F8146 : S hanks' Chromium-plated Combined Hot and 
Cold Fitting, with swivel arm having anti-splash nozzle, 
wall flange, coupling nuts and tails for lead. 

Sizes— J* (13 mm.) or \" {19 mm.) 



F8147 : Shanks' Chromium-plated Combined Hot and 
Cold Fitting, with swivel arm having anti-splash nozzle, 
coupling nuts and tails for lead. 



V (13 mm.) or r (19 mm.) 



4 





Removable anti- 
splash nozzle 







F4040 



F4836 



F4040 : Shani Chramhrni-phfed Combined Hot and 
^old r w.rh arm having anti-splash nozzle, wall 

nan nuts and tai for lead. 



F4836 : Shanks' Chromium-plated Combined Hot and 
Cold Quarter-turn Lever-handled Fitting, w T ith arm 
having anti-splash nozzle, wall flange, coupling nuts and 
tails for lead. 



1 I mm } m [19 mm,) 



Sizes— ¥ (13 mm.) or |* (19 mm. 



EXTRA to Fittings on this page 
Removable anti-splash nozzle. 
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Nluink^ 




F4521 




a 



^hankN 




F1122 



H*- 









V 




Minnie 

F1561 


















F4S21 : Shanks* Waste, with rubber 
plug and brass chain (for sink with 
overflow). 

Polished or chromium-plated brass. 
Si* ^15" (38 mm.) or 2" (51 mm.) 



r 



s|mnk> 




F6190 



F1122 : Shanks' Waste, with rubber 
plug and brass chain (for sink or wash- 
tub without overflow). 

Polished or chromium- plated bras 
Sizes— 1 A" (38 mm.) or T (51 mm.) 



F1561 : Shanks' 2" (51 mm.) Waato 
With rubber plug and l> chail 

brass bolt and % \\ ed iron 

nozzle. 



0aaB* 



8 

1 




F6932 



F6190 : Shanks' light pattern 2" (51 mm.) Waste, with 
brass plug, chain and flanged jam ring, no coupling nut 
and tail (for sink with overflow). 



F6932 : Shanks' light pattern I 

brass plug, chain and Hanged jam ring 

and tail (for sink or tub without overflow • 



i P 1 



Polished or chromium -plated brass. 



Poli 1 ,ir 



d h 







i 




i 
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F7311 



















> 







F7893 : < 7 '^ mm.) ml, 

detai cl< u] g nut and outlet 

- lead. 



F1120 
















.679 



1471 

l{ 

leanine 









F7311 : Shanks' ,k Esco " " P M Trap, 1 A" (38 mm 
with detachable cleaning cup, coupling nut and outlet ta 
for lead. 

Polished «^r chromimn- plated brass. 

Si/is 

ir (38 mm ) or J J" (51 am] ) 



II i 1 



mpplied 1 1 '• t tails in pla< e oi straight tails. 





F1120 

1 i i i i - 11 

r tJil ' It .i<1 . 



I L«M r 



in 















J 



I ! 1 














4MB ^wik* | 

can 



Sir 



II 






■ 





F4583 

F4583 : Shanks' Lead M P " Trap, with cteaoiftj 
2 (SI mm.) seal. 

I}* [38 roue ii - (51 dud ) 







*•.„ 




F8148 

F8I48: Stunfcft'l P 

T 3 i 76 r ) seal, 

unh cleaning eye. 

r «t or jf la man* 



» t 



Ei 

t 2 SI 




F8149 

F8149: Shi Iron 

Trap, 3* (7<* mi «*. 
vMth dbantn 

if (•!• 



< 



> 



i / th n 



111! 




Tl 



Mnimss 



■ 




F4835 



F4835 : Shanks' Iron Bracket, For screwing Co wall. 



Painted, ,. 

Galvanized, 

\v iiit<' Pnn H.iin i :i i me Heel, 




F4055 



F4055 : Shm Iron 

I 

G il 
Whit 






r huiMinu* 






I 





F8159 

F8159 : Shanks' Iron Bracket, for building into wall. 

Painted. 

Gall anized. 

w lut« I'-m ■ 1 1 tin Enamelled 




M, ,, 







F4053 

F4053 : Shanks' Iron Bracket, with screwed h! for 

Minn into wall. 

Pain tod, 

Galv.iin/i-l 

ill- f' i I mi I'm ntirll 



F46W 



F4884 : -hank 



. 












<7 


















Thamilks 









i ks 



SI 



nan 








F4385— Type A 



F4 88 5— Type B 



F4885 : Shanks 1 White Fireclay Pedestal for sink or tub. 

Two as Type A for back outlet sink or tub. 

One as Type A and one as Type B for eud outlet sink. 

IMPORTANT. — When pedestals ar«.- ordered separately, exact size and type of sink or 

tub for which they are intended must be clearly stated. 










t 





2 
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F4886 



F4886 : Shanks Framed Teakwood Drainer 






I 



_ 



18 157 mm.) w 
KM mm.) wid 
-.- -1 533 rura.j wide. 
'mm - 24* (610 mm.) wi 



^Kinlx* 





F4387 



F4887 : Shanks 1 Drainer, in white fireclay 

Approximate Sizes 
SU'xlS" (7*2 mm, X 457 mm.) 









For reporting brackets see page 237. 



• 
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Plate F7693 : Shanks' < Mo -Urinal 

Range, comprising I )7 s , 3' I 
(10b7 mm.) high, 1' 0" mm.) centre 

with 6 (152 mm.) di\ ' (] ' 
mm.) end screens, all in 

height i - di ins ar 0* 

(12 9 ram.); >2 m ,~ ;I 

tread tcs : I 8 au1 i in 

white | ce 

porcelain < n L a - • 

oljshed h 
polished bras lisch: 

Plate F8217 : Ditto, 
angle urinal stall. 






PLATE F7693— " MODUS " 



EXTRAS 

Hltin^ t hroinium-plated, 

12" (305 mm.) black granite tread plates, instead of 
b (152 nmij black granite. 

'^19 Glass enamelled iron " P " trap. 

DEDUCTION 

'0* (152 mm.) white fireclay tread plates, instead of 
b (152 linn.) black granite. 



Required position of outlet(s) must be stated 

when ordering. 








PLATE F8217— "MODUS 



» • 
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TE F7694— " MODUS' 



























it 














- — 

















7T 



PLAN 
610 mm |c, 




12 



•o 

O 



(152 m.) 




pit 



e - I -" ( 'M >5 mro . ) rl i vision piece. 

Required position of outlet(s) must be 



Plate F7694 : Shanks' " Modus " Urinal 
Range, comprising F7697 stalls, 3' I 
(1067 mm.) high, 2' 0" (610 mm.) centre 
with 3" (76 mm.) divisions, in white 
fireclay, height over divisions 3' 9" (114,'i 
mm.) ; 6" (152 mm.) black granite tread 
plates ; F769S automatic cistern in white 
fireclay, with petcock and white porcelain 
enamelled iron bracket ; polished brass 
flush pipes and spreaders ; polished brass 
discharge grating. 

EXTRAS 

Division piece 6" (152 mm.) instead of 3" {76 o 

Division piece 12" (305 mm.) instead of 3" (76 mm 

Fittings chromium- plated. 

VI" (305 mm.) black granite tread plates, insj 
6" (152 mm.) black granite. 

F8219 Glass enamelled iron " P " trap. 

DEDUCTION 

h" (152 mm.) white fireclay tread plates, insto 
6" (152 mm.) btack granite. 




: K ^mA".\OZ M.M. 

J M 1 — , — 



I 



\Z 



^J 



3C5M.M. 



I Va" 
$2 M.M 



SECTION 



stated when ordering. 
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PLATE F2614 




PLAN 
Stalls 2' 0" (610 mm.) centres. 



Required position of outlet(s) must be stated when ordering. 



243 



Plate F2614 : a ] )r, ng ^ 

tompthing I io stalls, V i * < 

high, 2/ 0'' (610 m , ; h 

(76 mrn.) divisi w end 

screens, all in white 

divisions and ends * ■• 

@" (1S2 mm.) black 

F1636 automatic cistern u 

with petcock and ^ hit. porceJa 

iron bracket ; polished 

id spreaders; polished bra: di c 
grating 

EXTRAS 

FIi tin i lirohiiiini-plutr-d. 

\T (305 linn.) black granite '" ui plates, i of 

.6* (152 mm.) black granite. 

• 1219 glass enamelled iron " !' " trap. 

DEDUCTION 

6" (1 52 mm.) white (Ire l> plal in 
6" (152 mni.) black granite. 




5V 127 MM 



6M.M. 



SECTION 













I 








r 
I 




" 



niemiiis 
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PLATE 2612 



PL* 











1 



Plate F2612 : Shanks' Urinal Ran 
comprising F8222 stalls, 3' (V (1067 mm 
high, 2' 0" (610 mm.) centres, with 6 
(152 mm.) divisions and 6* (152 mm.) end 
screens, all in white fireclay, height over 
divisions and ends 4' 0" (1219 mm 
6* (152 mm.) black granite tread plates 
FI636 automatic cistern in white fij 
with petcock and white porcelain enamel le 
iron bracket ; polished brass flush pipt 
and spreaders ; polished brass disci 

grating. 

EXTRAS 

inii n iu< imiura plat* «l. 

I n-< harg< atin . chromium -plated. 

12* (305 miii ) black granite tread plates, in i 
6* 1 1 52 nun-) bla< k granite, 

] sji9 glass enamelled kon " I 1 " trap. 



DEDUCTION 

6' [152 mm white &i 1 1 la ■ Ln id plaU 
6* < i $2 mm.) bl-H K . i uuii 



) 1 1 - 1 1 ' 




War 

S2 M.U 



SECTION 



I 



*t*ott if -d 



outlet. 



U 











num.. ss 




Plate F6848 : Shanks' Urinal Range 
comprising F8222 stalls, 3' [067 

high, 2' G" (610 rnm.) centres. ) 

divisions, m white fireclay, h over 

d .ions 3' 9" (1143 mm.)"; .2 L .) 

blac panrte tread plates ; 
tic cis : •. m white fired; 
and lite porcelain n 

-- . ; polished brass flush 
spreaders ; p bed brass 
grating- 
Plate F4849 : 1 but with - 
1' 9" (533 mm.) ce:. 

EXTRAS 

Divi-i n piece 6* (152 mmj, i -i Bad (76 

Division piece 12" (305 rum.), instead of 3* (76 mti 

Fi 1 1 i 1 1 gs c h CO I ii i n in - pi .1 ted . 

12" (305 mm.) bl ids granite tread 

«-»" ( 152 niii:.i black granite. 

F8219 ;-ii lss enamelled iron " i ? " trap. 

DEDUCTIONS 

6" (152 nun.) white fireclay tread plates, m id 
6* (152 nun,] bl el ranitc. 

F3305 cistern with lu^s, in painted h in, In i ol 
white fireclay. 

l-'lu-.h pipes in -ilvanized iron instead "i brass, 




I 



PLATES F6848 and F6849 



105 c 










PLAN 
Stalls 2' 0" (610 ram.) or 1' 9" (533 mm.) centres 



i 



f 









1S2M.M. 








6" (152 ram.) divisions. 



< • • 




4.7 »b£M-M. 



12 :'' 



\T (305 mm.) divisions. 
Required position of outlet(s) must be stated when ordering 



SECTION 




1 





-r 




\mAs 
















Plate F6855 : Shanks 1 Urinal Range 
comprising F6853 stalls, 3' 0* (914 mm.) 
high, 1' 6* (457 mm.) centres, with 

(76 mm.) divisions, in white fireclay, height 
over divisions 3' 3* (99J mm.) ; " G (1^ 
mm.) black granite tread plates ; F163 
automatic cistern in white fireclay, with 

petcock and white porcelain enamelled 
iron bracket ; polished brass Hush pip< 
and spreaders ; polished brass dischai 

grating. 

EXTRAS 

Pitt i 'iiiium pitted. 

F8219 glai auameliod boa u P " trap. 

DEDUCTIONS 

i 52 mm.) white in l rr.nl pi..: 

er (152 i black 

I 1305 i Utern v. [th In- in painted u -\< i>\ 

white fin i l«v. 

i in -li j in gal s aiiieed In n in I oi 1 i 



_ATE F6e55 





PL*N 



1 







I27MM 



«CTlON 



*o+Jt*ofi of outlet muftt be 



when ordering, 
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PLATE F8223— "MODUS" 




SECTION 





1 


-\ 


• 


* 


s 


1 


01 


I* 






^ 








PLAN 
Stall 2' 0" (610 mm.) wi 



Plate F8223 : Shanks' Single " Modus * 
Urinal, comprising F7G97 ste 3' 6" 
(1067 mm.) high, with 6* (152 mm) end 
screens, in white fireclay, height ovc 
screens 4' 0" (1219 mm'), width 2' Q* 
(610 mm.); 6 /y (152 mm.) black granite 
tread plate ; F7698 automatic cistern in 
white fireclay, with petcock and white 
porcelain enamelled iron bracket ; polished 
brass flush pipe and spreader ; polished 
brass discharge grating. 




PLAN 

Stall T 0" (61U miii.) wide. 

Plate F8224 : Shanks' Single Urinal, 
comprising F8222 stall, 3' 6" (1067 mm.) 
high, with 6" (152 mm.) end screens, in 
white fireclay, height over screens 4 
(1219 mm.), width T 0" (610 mm.) ; 6 
(152 mm.) black granite tread plate ; 
F1636 automatic cistern in white nrec ay 
with petcock and white porcelain enamelled 
iron bracket ; polished brass flush pipe 
and spreader; polished brass discharge 

grating. 

EXTRAS to Urinals on this page 

Fittings chromium-plated. 

12" (305 mm.) black granite tread plate, instead of 

6" (152 mm.) black granite. 
F8219 glass enamelled iron " P trap. 

DEDUCTIONS applicable to Urinals on this page 

Without end screens. 

6" (152 mm.) white fireclay tread plate, instead ot 
6" (152 mm.) black granite. 
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SECTION 








PLATE F8224 
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PLATE F82? 
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f ftftAT A 
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PLAN 

■\ i'ii' 157 mm.) wide 




5 2M.M. 



5'.* I27M.M. 

L_ 



12" 

505MJvTl 



SECTION 

Plate F8225 : Shanks' Single Urinal, comprising F6874 stall, 3' 0" (914 nun.) 
high, 1 • (457 mm.) wide, in white fireclay; 6" (152 mm.) black granite tread 
plate ; F330S automatic ci-hrn and lags in painted iron with petcock ; g&Ivanisa 
nun Hush pipi and spreader ; polished brass discharge prating. 

DEDUCTION 

• mil! .) win:' lay t * - - .4*1 plate, instead oi 6" (152 mm) black granite, 




2 
"S60 MM 



FLAN 



Plate F2622 : Shanks' Anjjlr I 

• n* I ball I G (1067 .. » 

mm i wide, in whit 
fin I '6 automata ( tern and 

1' in white with | r >* 1* 

p hraas fluah j c and spreader 

P ed a»t dischan :ratn 

EXTRAS 

• cla« ■ i trap. 
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PLATE F2622 



m 
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C1L&S 







MlflJllv 1 
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PLATE F8227 



Plate F8227 : Shanks' Double U 
with 6" (152 mm.) divisions, 6* ( 
in white fireclay, with pet cocks an 
discharge gratings. 




EXTRAS 

Fittings chromium -pi a ted. 

12" (305 mm.) black granite tread plates, instead of 6" (152 mm.) black granite. 
F8219 glass enamelled iron " P " trap. 

DEDUCTION 

<3" (152 mm.) white fireclay tread plates, instead of 6" (152 mm,] 1>I« b granite. 




PLAN 
Stalls 2' 0" [610 mm.) centres 



Required position of outlets must be stated when ordering 
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CROSS SECTION 



t 
























KDHTLiS 



THE "PLUTO" URINAL 



2'- O" 




PLAN 



SUPPORTING 
WALL BRACKET 



3"- 76 M.M. 



' 



ii 



4-V PROJECTION 
BUILT OUT FROM 
WALL FOR SUPPORTING 
URINAL 



2'- 6" 

762 M.M 



3'- 9" 
II43M.M. 




4'-O r ' 
1219 M.M. 



I 



r-9" 

53 3 M.M. 

GLAZED 

FIRECLAY 

SLAB 



4"-l02 M.M. 



1 



CROSS SECTION 




The projecting lip enables the user to 
stand well over the basin, thus reducing 
risk of water splashing on the feet and 
floor. 



Division pieces of sufficient projection to 
give effective cover and privacy. 



Minimum soiling surface. 



Open channel to receive drips from urinal 
or water from floor. It should be noted 
that the channel can be contained in a 
shallow concrete floor. 



The il Pluto 51 is made in Shanks 1 fireclay, 
a ware having a smooth impervious glaze 
easy to keep clean. 



i 



FRONT ELEVATION 
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PLATE F8228— "PLUTO 



» $ 



Plate F8228 : Shanks' "Pluto" Urinal Range, comprising F7536 sta Is, 3" 7b mm.) d. and m 1 

screens, height over divisions and ends 4' 0" (1219 mm.), back slabs be ow stalls and 6 ^ cant muou 

all in 'white fireclay; F7698 automatic cistern in white fireclay, with S^ «£ ^* f^ n ch" nT, el ; , te 

bracket ; polished flush pipes and spreaders ; polished brass discharge gratings in each stall and one in 

porcelain enamelled discharge pipes and clips. Not including tread plates. 

EXTRAS 

Fittings chromium- plated. 
6" (152 mm.) black granite tread plates, 
12" (305 mm.) black granite tread plates. 
F8219 glass enamelled iron "1' trap. 

Required position of outlet must be stated when ordering. 
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F3210 



F8210 : Shanks' B tck Granite 1 Plate, 6' (152 mm.) 

KJ5 mm.) \\ 




F8212 



F82I2 : I widt Fireclaj Trea.i Plate 




N lhHvks 



F8214 



F1214 : 
law and H 



Grai e Tread 




F8211 



F8211 : Shank.' Fireclay Tread Plate, S* (1 52 mm.) i 
12'' (305 mm.) wide. 




F8213 



F8213 : Shanks 1 Black Granite Tread Plate, 12* (30S mm.) 

wide, with fireclay arm-splash lip. 




SIhiiiLn 




F8215 



F8215 : Shanks' Black Granite Tread Pbti ,12 

wide, with H-j mi-splash ■ » n and whn« porceki 

enamelled in in bi -to. 



n • ation. 







van 











F16J6 AUTC ! I R 



PLATE F8229 

Plate F8229: Shanks' Slab Urinal Range, comprising backs 3' 6" (1067 mm.) high, V 6" ( mm.] 
centres, divisions, end screens, and separate channel, V (102 mm.) inside width, all in i.rec! 
with lugs in painted iron, and petcock ; galvanized iron sparge pipes ; polished harge 

Urinals may be supplied in white or '". 
Sizes of backs, divisions and ends to be stated when ordering. 



EXTRAS 

F1636 automatic cistern in white fireclay, with white porcelain enamelled iron bracket, mst. 
Sparge pipes in polished copper instead of galvanized iron. 

w 



! 




,. 



r-6" 



o* 



457 M.M. 



21-0" , 



6I0M.M 



« II 



=* 








' 



4 I02MM. 



SECTION 
FRONT ELEVATION 

Required position of outlet must be stated when ordering. 
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PI j- F4936 : 





































F1636 AUTOMATIC CISTERN 





Sli<mLs 



PLATE F4936 



I 









: upi back 9 8* (1067 ml) high, l 8" (457 mm | or 'J" 0" (610 i 

lap* M Jmn ridse] rate <_ hum n el. .4 < i n - mm i inside width, all in fir- 

l lug! in painted iron ..nd ; gal\amzed iron Hush pipes with polished hraw || i.itis; 

riih«r while or bufl 












EXTRAS 

•it I 



ted faron intamati •* it r 






5 










mom cuv at on 




« 



2 

•0 »o 








wi r 



S€CTK>N 
Outlet mu*t b» stated 



PLATE F4937 URINALS WITH ANGLE SLAS 



§QuonnIk§ 




PLATE F8230 

Plate F8230 : Shanks' Slab Urinal Range, comprising backs 3' 6* 
(1067 mm.) high, V 6" (457 mm.) or 2' 0" (610 mm.) wide, and separate 
channel, 4" (102 mm.) inside width, in fireclay ; F3305 automatic 
cistern with lugs in painted iron, and petcock ; galvanized iron sparge 
pipes ; polished brass discharge grating. 

Urinals may be supplied in white or buff. 

EXTRAS 

F1636 automatic cistern in white fireclay, with white porcelain enamelled iron bracket, 

instead of painted iron automatic cistern, with lugs. 
Sparge pipes in polished copper instead of galvanized iron. 






I 



\ 




Ft 636 AUTOMATIC TERN 




PLATE F3231 URINALS WITH ANGLE SLAB 
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I -6" o 
457M.M.*" 



I 



r 2.'-0"_ 
6I0M.M. 



: 



■» 
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— — ^&:i 



FRONT ELEVATION 



i 



vD 



4'! 102 MM 

1 



2 

OS 

CO 




SECT|QN PLATE F8232 URINALS WITH SCREEN ENDS 

Required position of outlet must be stated when ordering. 
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PLATE F8233 







■ 



id white p vlain enamelled iron bracket ; 

br ndspn - polished brass discharge 

ring \ 



extras 



. P • Li 




BASE OF URINAL 
SET ON FLOOR 



FEATURES 

Each stall independent of its neighbours, 

Breakage of a stall in transit does not delay 
use of other stalls — a point of special intere 

to overseas customers. 

No awkward joints to lit. 

Low installation costs. 

No channel joints to leak. 

special design of top, giving added covei 
to user. 



o ? 



r 



r-6 



fF 



457 M.M 



n 



2 



L %J- 



PLAN 




4Q7M.M. 



SECTION 






^^^^^i 




SIhoinJk. 





PLATE F3327 



The principal feature of this urinal is the enclosed flush tank which replaces the usual 
overhead cistern and piping, and so minimises labour in cleaning. The tank is made 
in copper and, when required, may be removed easily from the urinal along with 
internal fittings and spreader, for cleaning, adjustment, or repair. 



. 













PL . 







SEC7IC • 



Plate F3327 : Shanks' " Compact© " Urinal, comprising F6865 stall with lipped 
base, in white fireclay ; copper flush tank enclosed in upper part of urinal, peteock 
loose key ; white porcelain enamelled iron cover plate ; polished brass discharge 



EXTRA 

Fittings chromium-plated. 
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BASE OF URINAL 
SET ON FLOOR 
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PLATE F3330 




2-2" 




PLAN 



Plate F3330 : Comprising Shanks 4 F6937 
" Twin " Urinal, with lipped base and 
division shield in white fireclay ; copper 
flush tank enclosed in upper part of urinal, 
petcock with loose key, white porcelain 
enamelled iron cover plate ; polished 
brass discharge grating. 




43HM.M. 



4." 102 M M 



r 



SECTION 




!'-|l" 



584M.M. 



PLAN 



Plate F3331 : Comprising Shanks' F6938 
Angle Compacto " Urinal, \\ ith lipped 
base, in white fireclay, copper flush tank 
nclosed in upper part of urinal, petcock 
with K key, white porcelain enamelled 

iron cover plate ; polished brass discharge 

grating. 

EXTRA to Urinals on this page 

Fittings c hromium -plated. 



SECTION 




PLATE F3331 
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URINAL CHANNELS 
F3159 : Shanks* Block Floor Channel, in fireclay, white inside and on top edges. 

Width of waterway— 4" (102 mm,) or (3" (152 mm.). 

(A) Plain channel, 12" (305 mm,) long. 
Plain channel, 24" (610 mm.) long. 

3) Stop-end, 12" (30$ mm.) long. 

C) Stop-end with outlet hole, 12" (305 mm.) long. 

(D) Channel with outlet hole, 12" (305 mm.) long. 

(E) Plain angle, 12" x 12" (305 mm. x305 mm.). 

(F) Angle with outlet hole, 12" x 12" (305 mm. x 305 mm ). 

(G) Junction, 12" X 12" (305 mm. x 305 mm.). 
(H) Junction with outlet hole, 12" x 12" (305 mm. x305 mm.). 

















F8219 



F »219 : Shanks' Glass Enam- 
elled Iron " P " Trap, with 
cleaning eve. 



SECTION OF URINAL CHANNELS 




F8220 

F8220 : Brass Discharge 
Grating with glass enamelled 
iron outlet piece. 

Polished. 
Chromium-plated. 
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F4938 



F4939 



F4938 : Brass Discharge Grating, jam nur I- 

nut and 2" (51 mm.) tail. 

Polished. 
Chromium-plated. 

F4939 : Ditto, but with hinged discharge grating. 

i' ,ij-,ii 

Ch tt-plati 

DEDUCTION from F4933 and F4939 only 

Without coupli i ni a '" 1 l " 
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F35 



F35 : Shanks 9 Flat-back Lipped Urinal Basin, in white 
earthenware, no fittings* 





Approximate < i\ eckaljl 


Sixes 




Height. 


Breadth. 




Projection. 


17" 


14" 




10 r 


. J2 nun.) 


(356 mm.) 




(267 mm.) 


18" 


15" 




n r 


(457 mm.) 


(381 mm.) 




(292 mm.) 


21" 


}9" 




13*- 


(533 mm.) 


(4B3 ram.) 




{.'343 mm.) 




F34 



F34 : Shanks' An^le Lipped Urinal Basin, in whit 
earthenware, no fittings, 



I i nn . ) 
\4 

16 
ijj,) 



Ai tO i U4 5i3 i 

Bread tli. 

13|- 
(343 mm.) 

(3<sh nun 
I7| 

-144 mm 



l'p ]■ - 1 ion 

IS 4 

mm i 

(406 j.) 

IN 

(457 mi 




icjiik 



F31 



F3t : Shanks* Flat-back Urinal Basin (no lip), in white 
earthenware, no fittings. 





A 


ppro.ximate Overall 


Sixes. 




Height. 




Breadth. 




Projection. 


1 5J* 




12" 




er 


{394 mm.) 




(305 mm.) 




(165 mm.) 


17" 




14" 




IV 


(433 mm.) 




(356 mm.) 




(190 mm ) 


20" 




16" 




8" 


(508 mm.) 




(406 mm.) 




(203 mm.) 




Kinks 



F32 



F32 : Shanks' Angle Urinal Basin (no lip), in whit 
earthenware, no fittings. 



Height. 

14' 

(356 mm.) 

i U mm i 



Approximate Overall Sizi 

Bn adth. 

lfT 

(406 nun.) 

IN" 

(457 mm.) 



Projej i i 

12" 
(305 n 

\r 

(330 mm 



OTE. All urinals above described , be supplied t , v .,i], curt -, ihi.h pipes, ■ ban • fttc. 

*,£ l] '■' '••".- i^>r two or more perse nh *Ute or m le b* s and 

divisr , continue u* fl. « 
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PLATE F8296 

Plate F8296 
fireclay ; F8299 

control taps 

(19 mm.) mixing ntung 
lamelled iron resealing trap. Fittings chromium-plated. 




Length 

(I UNO ruin.) 



Outside Sj/i 5 
Width 

(813 mmj 



Height 

1mm Flo. i 

r nr 

(559 nun.) 



L< ngth 

.v 6* 
[1676 mm.) 



Inside Sm 

Width 

2' 0" 

(610 nun.) 



Depth 

(508 niTii.) 














r 1 






tl 



J 



I 




I ! 



w 1 





m 


















Showing control valves for hoc and 

cold fresh and salt water placed on 

angle for easy operation. 
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PLATE F6294 



Mitt K294 : i 






I si!9S bath, with anti-splash rim ind soup 
S mi ing fitting wnh discharge nozzle : 



.1 1 






r - l«»r ) <d cold salt 1 fresh water ; F531 4 J 

KKtUM ! (51 mm.) rod wasti J (51 mn 



n r< plates to supply and v. i< tilting ; K 

I in ium- plated. 



M 






- 









LrtAjsth 

5 I 



Iv l/l 

2 



.,< w. •. 

1 I 

.UN I! 
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r»f supply and wane fitting* 
opcri from corridor 
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Plate F6304 : Comprising 
combined taps, inlet nozzle ; 
hromium-plated. 



PLATE F6304— "MINERVA " 

Shanks' F5997 white porcelain enamelled iron bath, the ik Minerva " ; 
F4508 H" (38 mm.) plug and chain waste ; F 07 1 i" (32 n &.)< erflow ; 



F6306 r (19 mm 
brass trap. F ntinr 



Length 

6' 3i w 
(1918 mm.) 



Outside Sizes 

Width 

T 9" 
(838 mm.) 



~ 



Height 

irom Floor 

r II 1 .' 
(597 mm.) 



Lenj 'li 

.V «>' 
(16; urn).) 



Width 

r 

(635 ' ) 



EXTRA 



\" (25 mm.) supplies, 2" (51 mm.) waste, I \ " (38 tan • ■ r& LFOJ1 trap 




Showing supply fitting as above but 

with loose key. 
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INSTALLATIONS 



The illustrations on the following pages are intended only as a guide. E. I details i t depend on 
the purpose to be achieved, the nature of the hot and cold sup] . tin pace 



PRESSURES. The hot and cold water must be equal or ni equal in pre:- , en 

preferably from overhead tanks, and the pressures must be ad< uate I'm the efficient work. <>l the 
showers. 









PIPE SIZES. Main pipes and branch pipes must be large enough for their respective maximum dutj 
and sized so that the* volumes of hot and cold water will not be disturbed whether one or all shov \ on 
the same pipe line are being operated at one time. Large-si/- d pipes should the be used. Tli 

should follow the straightest course from the tank to the showers with as few elbows as possible. Elbe 
seriously retard the flow of water. 









UNDERSIZED PIPES, Where these conditions prevail, any variation in the volumes of the hot and 
cold water drawn off at one or more showers wall cause a variation in the temperatures at other show i 
operating on the same pipe line. There would also be a difference in the number of gallons dischai d 
at each shower, particularly if pipes are long, because of the loss of pn are due to fi ion in the pipi 



NON-RETURN VALVES. It is recommended that the main controls on shower installed to 
tempered water should be fitted with non-return valves. 



Arrangement layouts to suit special requirements will be submit* I on 
receipt of full particulars of the hot and cold water supply st( s. 
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PLATE F8265 

Plate F8265 : SI r Ranj imposing F7U3 shower,; F5321 valves ; P5314 " Duplex M mixing fitting with 

rmom curtain rails and curtains, Fittings and pipes chromium-plated. 

Ling pipes il i Iron .ir<- ustsaU) ipp lied by contractor. 

I lUngs, pages 269 and 270. 
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PLATE FB266 

Plate F8266 hank*' Jor tomisc - tiowm to del'-" water aded from tepid to wild. 

Th* ^T«n i ». thai cmch pair of shower*, our showe n i itber t>uie at COrrkL delivers the \vat« 

a dor ■! a differ rnt temperature to adjaorr «m of -} «iweri. 

old 11 * ftupj jflc atomiser shorn nd ri ran. 

A thermov.'ica ootrolkd t lend, mi una | water st at I *tant ttmrxrati 

■ ■ m of 



the centre »■ 
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PLATE F8267 

Plate F8267 : Shanks 'Shower Range, comprising F7113 showers; F53I4 c - Duplex*' mixing fittings; F532I control vahcs 
with non-return valves and thermometer. Fittings and pipes chromium-plated. 

Connecting pipes if in copper or iron are usually Supplied by contr t< tor. 













. 




PLATE F8268 

-«-.» , T79'*q rnmhined fittiflfis: F7133 thermostatic blender 

Plate F8268 : Shanks' Shower Range, compns,n f jm^*. £ J ^°J*[ n $ ^S^ium-pl.tcd. 
with thermometer and non-return valves; FW4.4 control \ai\es>. b 

ttoiwMM PiP- if "- -'>!-■ - ^ ** «* l3,v "W" hV 

For details of shower fittings, see pages 269 and 270. 
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F7115 

F7115 : Shanks 5 Angle Shower Fitting, 
brass shower, with arm, wall flange, inlet 
male for §" (19 mm.) iron. 



* * 



comprising F7U3 
connection screwed 



Polished or chromium -plated brass.. 



iinetcr of face of shower 
Distance from wall to centre of shown 



r (102 mm ) 
I' 3" (381 mm.) 



6 (152 miu) 
1' r (381 mm. j 




F7116 

F7116 : Shanks* Shower Fitting, comprising F7I13 brass 
shower, with arm, wall flange, inlet connection screwed male for 
(19 mm.) iron. 

Polished or chromium-plated brass. 



Diameter of face of shower 4" (H)2 mm.) 

-lance from wall to centre of shower .... I' 6" (457 mm.) 



<r (152 bub.) 

I' 6" (457 mm.) 





PLATE F8291 

Plate F8291 : Shanks 1 Shower Fitting, comprising F7113 
brass shower; F8292 $" (19 mm.) non-concussive spring valve 
and flange, with coupling nut and tail for lead ; chain and rubber 
ball-pull. 



Polished or chromium-plated brass. 
Diameter of face of shower .... .... 4" (1U2 mm.) 



13" (152 mm.) 




F71 1 3 

F7113 : Shanks' Shower, inlet connection screwed 
smak for i* (19 mm.) iron. 

Polished »j? chromium-pl; { brass. 
Diametci of face oj ;b iwer. 

4" (102 mm.) <v (152 mm.) 




F7867 

F7867 : Shanks' Shower, inlet connection screwed 
female for h" (13 mm.) iron. 

Polished or chromium- plated brass. 

Diameter of face of shower. 
T (51 mm.) 3" (76 aim.) 




F7131 

F7131 : Shanks' Shower Rose, inlet connection 
crewed female for V (13 mm.) iron. 

P ilislted or chromium-plated brass. 

Diameter of e Q< shower. 
T (51 mm.) 




F8290 

F8290 : Shanks' Atomiser Shower, adjustable for 
fine, medium and heavy sprays, inlet connection 
screwed male for f" (19 mm.) iron. 

Polished or chromjnm-plated 1 i 

\tnmiser shower hm< tions effective^ on ver) low ;h 

Assures loan 4' «-' (1219 mm.) head upwards, k i 

handed when- a very small consumption oi water is desire* 

For application of tftis shower, -• page 266, 
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Shanks 




F5314 



F5314 : Shanks'" Duplex "Mixing 
Fitting, giving cold and tepid water 
onlv (not hot alone), with outside 
regulators on inlets to adjust the 
flow of either hot or cold water. 



F239 

F239 : Shanks' Combined Fitting 
for hot and cold water, with wall 
flanges. 

Polished brass; 
Chromium-plated brass. 



Polished br. 
Chromium-p : brass 

Outlet. 



Inlets. 

r (i 

- ri9 mm 
I* (2 nam.) 

I J" mm » 



' (13 mm.) 

, ' (19 mm.) 

I{" (32 mm.) 
IT (38 bid.) 



Inlets. 

\" (13 ri'ii.) 
|" (19 mm.) 
1" (25 mm.) 



Outlet. 

f (19 mm.) 

I" (19 mm.) 

1 r (32 mm.) 






Mionlx 





F4477 




F5321 

F5321 : Shanks 5 Stop-cock with 
wall flange. 

Polished brass. 
Chromium- pi a ted brass. 



Inlets. 

V (13 mm.) 
%"• (19 mm.) 
r (25 mm.) 



Outlet. 

J* (13 mm.) 

|« {19 mm.) 
1* (25 mm.) 



Shanks 




F4478 



F7132 



F3708 

F3708 s Shan Anti-Scalding Mixing Valve, in 
brass with safety lever handles for hot and cold 

iving Gold and tepid water only (not hot 

e) ; i rmometer. 

g$, body painted, 

1 !■■ iiium-plated br , w„\\ painted. 



F4477 : Shanks' Supply Pipe to floor, with floor flange, coupling 
nut and tail. 

Pol i-> lied brass. 
Chromium-plated bras-. 



i* (13 mm.) 



%* (19 mm. j 



I - 



y 



( 5 I 



Ou 

i s nam.) 

(51 mi: 




STANDARD 
IRO* PtPE 
THREADS 



-A 




F4478 : Shanks' Vertical Connecting Pipe, with coupling nuts, 

bore '$" (19 mm.). 

Polished brass, 

Cbv imium-plated bi a 

F7132 : Shanks 1 Offset Connecting Pipe, with coupling nuts, 
bore \" (19 mm.), 

Polished br 

Chromium -pi a ted brass. 

NOTE. — Affecting all lilting I Bpttag « ouuectii •: I 447K Odd F7t# 

Unless otherwise ordered, all fittings ;ire supplied with coupling nut* 

tails i'»r lead, as Fig. i. 

If f< r light copper pipe, Coupling nuts and tails are molted, a- 1 >•-■ 
[I foe heavy copper or ir uih ire I* I end screwed foe 






I Lg. 2 



1 i 



- 



Note.— Inside diameter of coppoi pipe, gauge and ELUffl ' " 

per inch, must be gi wli^n ordering. 



I 
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PLATE F6321 



Plate F8321 : Comprising Shanks' F4128 Foot Bath, with overflow, in white fireclay ; F8385 ! (13 mm.) sdf-cl« 
supply valve ; porcelain enamelled iron bracket ; aluminium operating tread plate ; T (51 mm.) shower, and connecting 
pipe ; F4521 2" (51 mm.) plug and chain waste. Fittings chromium-plated, 



Approximate Sizes 



Height from inside of bath to face of shower 
Approximate overall sizes of foot bath 



2' 8" (813 KUflt>) 

XV 2 i ■ 9* 

.,,.. s u I 229 tnn | 
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PLATE F8306 



Plate F83D6 : Shanks' Foot Bath Range, comprising FS307 baths, with overflows, in white fireclay ; F402/ i" (13 mm.) 
taps ; F452I H-" (38 mm.) plug and chain wastes. Not including soap dishes for building into wall. Fittings chromium-plated. 



Length 

18" 

(457 mm.) 



Approximate Overall Sizes 

Projection 

(61(7 mm.) 

EXTRAS 

While ware soap dishes Cor building into wall. 

Division with snap sinkings in white fireclay. 

Teakwood seat with white porcelain enamelled iron pillars, 



Depth 

r 

(203 mm.) 




Showing Foot-baths with soap sinkings on division pieces, and teakwood seats 
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in Vitreous China 



The "Radnor" Lavatory is made 
a non-porous, non-crazing material of exceptional strength 
and high finish. Its degree of vitrification may exceed 99%, 
but is guaranteed to be not (ess chan 97% 













PLATE F8301— "RADNOR 









■ 






i 






Plate F8301 : Comprising Shanks' F8302 Radnor" Lavatory, m 
white Vitreous China; F4034 £" (13 mm.) taps ; F1123 IV (32 rm] 
plug and chain waste; F7838 painted iron brackets. Not including trap. 
Fittings chromium-plated. 



Approximate Si.z«j3 
Overall Basin Inside 

24"Xl8" 



(610 mm. X457 mm.) 



(464 mm. X 292 mm.) 



EXTRAS 

brackets white porcelain enamelled. . 

F7311 If (32 mm.) " Esco " "P" trap, chromium-plated. 



Not including wall flange. 
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PLATE F7927 



i i 



NWALL " 



The u Inwall " Lavatory has been specially designed 
for bedrooms m Nurses' Homes, but it 'is equally 
suitable for public institutions. It is a compact 
arrangement for building into a recess in wall, 
designed to reduce the depth of basin and recess 
from back to front to a minimum without unduly 
rer mg the size of the basin below normal 
requirements. 

Tht from portion of the basin is rounded and 
protrudes just sufficiently into the compartment to 
pro- ,J e elbow room for the user when washing. 

The re usually installed, one on each side of a 
par on wall, on different floors adjacent to a duct 
which conceals the piping. Two different ways of 
installing these lavatories are shown by plans below. 




■ PIPE PUCT. 




Plan showing l.iv, if. tries spiced apart on opposite sides of wall 

Fittings Left-hand. 



L ^ 




Plan showing lavatories placed back to back. Fittings rLl.i and 

left-hand. 



Plate F7927 : Comprising Shanks' F7928 " Inwall " Lavatory, in white Vitreous China ; F4034 \" (13 ram.) taps ; F7929 
1 } " (32 mm.) vulcanite standing waste and overflow. Not including imp and supply pipes to wall. Fittings chromium-plated. 



Approximate Sues 



Overall 

27" 14" 
(!J§&6 mm. - 356 aim.) 



Basin Inside 
(438 nun, - 286 mi,] 



The » rnwall •' lavatory may be supplied with supply and waste linings at right or left ha«. Illustration snows fittings at left 1 

EXTRAS 

F731 I 1 1" (32 mm.) ,fc Esco " " P M trap, < hromumi-) >la ted.. Not imludwg ««*# flmge. 



Supplv pipes to wall, ohron inru-plated. 



Supplies 



Waste 




Wood strap supporting lavatory 
to be supplied by contractor. 









■ 















• 






Section showing lavatory built inco recess 
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INSTALLATIONS SHOWING SHANKS' F79IS HAIRDRESSER'S LAVATORY 
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HAIRDRESSING SALOON IN LARGE DEPARTMENTAL STORE 
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VIEW IN R.M.S." QUEEN MARY" HAIRDRESSING SALOON, CABIN CLASS 
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PLATE F7446— " NEVIS 



9 I 



Plate F7446 : < prising Shanks' F7438 " Nevis ■" 
Lai TV bite fi ay, with anti-splash rim; F4034 

(13 Ml ; F1123 M' (32 mm.) plug and chain 

: F7SSS painted iron brackets for screwing to wall. 
rings chromium -plated. 

\n Size 



0\ il 
16 

22 17 

i9 mm 

24' Iff 

i .' mi: 



Basin inside 

i-t.r ior 

CJiis rum. 273 ram.) 

(419 nun. 298 mm.) 

18' . I-," 

(457 mm 323 mm.) 




I 



PLATE F7905— " NEVIS 



1 1 



Plate F7905 : Comprising Shanks 1 F7438 " Nevis 
Lavatory, in white fireclay, with anti-splash rim ; P4034 
¥ (13 mm,) taps; F1123 1J (32 mm.) plug and chain 
waste ; F8386 painted iron brackets with front rait fox 
towels. Fittings chromium-plated. 

Approximate Si/i 



r ■■ 



< I \ I | ■ . I I | 

20" ■ US 

(SoS mm. 4ms mm.) 

22" X 17" 
(359 mm. • 432 mm.) 

24" IS" 
(610 mm. 457 Dim.) 



Ba^in inside 

Ui" ior 

:<68 mm. • 273 pud | 

16*" 1IJ" 

[419 mm. <29§ mm.) 

18" 12T 

(457 inin 323 mm.) 



' 



EXTRAS to Lavatories on this page 

i ; i •_ - kets white porcelain enamelled. 
Chi i hi m .■pl.«t.-< I hifig< d ovei flow gratiiij 





ctb 




J 




% m 


^lllllllvN 


H 




Overflow grating 



The " Nevis " Lavatory may be supplied 
with block for building into wall. 









Showing the Nevil " Lavatcry, as Plate F7446. fitted in range for 

* • pipe a *, see page 277. 
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PLATE F7458— "NEVIS" 






• 






i 



Plate F7458 : Shanks* Lavatory Range, comprising F7438 f< Nevis " Lavatories, in white fireclay, with anti-splash rims ; 
F4034 \" (13 mm.) taps; F1123 \\' 1 (32 mm.) plug and chain wastes; F7440 painted iron "legs and wall brackets'. 
Fittings chromium-plated. 




SHOWING HINGED GRATING 
COVERING OVERFLOW 



EXTRAS 

Legs and brackets white porcelain enamel led. 

' I LE6 1 nium-plated hinged overflow gratings. 

F6203 2" (5J mm.) iron waste pipe and hangers, painted, 
glass enamelled inside, or white potfceMn enamelled 
inside and outside. 

Yu22\ 2" (51 mm.) iron trap at end of range, painted, 
glass enamelled inside, or white, porcelain enamelled 
inside and outside. 

I 2U4 \\* (32 mm.) iron trap to each basin, painted, 
glass enamelled inside, or white porcelain enamelled 
inside and outside. 



Overall 

20" x I <r 
rum. • 40(5 aim.) 

22" • I 7" 
(559 mm. 432 mi i 

24 ■ 18" 
(610 mm, < 457 mm.) 



'. PFRQXIMATE SlZES 



Basin Inside 

i-u"-- rot" 

I m mm. 273 el ii.) 

\ei"^ [if 

(-119 mih.x298 mn | 

18 12$" 

(457 n in. - 323 mm 




F6203 WASTE PIPE WITH F6221 TRAP AT END OF RANGE 







F6203 WASTE PIPE WITH F6204 TRAP TO EACH BASIN 
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PLATE f/4W N 
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PLATE F6216— " CARNOCK M 



Plate F6216 : Shanks' Lavatory Range comprising FB J 70 « Carnock » Lavatories and overlaps in white fired* F40: I 
s (13 mm.) taps ; F1123 I| (32 mm.) plug and chain wastes ; F48 i painted iron I ts. \ -tines el I d 



EXTRA 

Brackets white por elain enamelled 






Plate F6567 : Shanks' " Carnock '* Lavatory Range, as 
above, but with F65@8 painted iron legs and frame. 







EXTRA 






Legs 


white po re el a i n en a m e 1 1 e d . 
Approximate Sizes 




Overall 




Basin Inside 


Centre to Centre 


17"xl6" 
(432 mm. x 403 


mm.) 


13" x llf 
(330 mm. x298 imii.J 


18" 
(457 mm.) 


20"xl7" 
(508 mm. x 432 


nun.) 


L5f*X 11" 
(387 mm. X279 mm.) 


91" 

(533 mm.) 


22" x 1 7" 
(559 mm, x 432 


mm.) 


IV * 11" 
(432 mm. 279 ram.) 


23" 
(584 mm.) 


24" x 1 8" 
(610 mm. .-'457 


mm.) 


1 9" > 1 2" 
(483 mm. , 305 mm.) 


25" 
(635 in in.) 


27* x 20^ 
(686 mm. x 508 


nun.) 


21"x ISA" 
(533 mm. > 343 mm.) 


28* 

(711 mm.) 



the "Carnock" Lavatory maybe supplied with block for building into 
wall instead of brackets or legs. 




PLATE F6567 




EXTRAS to Lavatories on this page 

Chromium-plated tinged overflow gratings. 

F6203 -" ttl mm.) iron w.rA- pipe and hasp ointed, imelled li 

enannlled made and outsfde. (/•■" ttt« rfw« ■■ 

F6221 '• (51 mm-) iron trap a1 end oi raj d J ' hi 

enamelled insi'de and putside. IFo* On**** * *» 

F«5„,4 I'" (32 mm., ir.„, trap to each basin, paint, 

¥m enamelled fee and outside. ■ illustratum i ** 277) 



i i 









• 



SHOWING LAVATORY WITH BLOCK 
FOR BUILDING INTO WALL 
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Plate F7884 : Comprising Shanks 1 F/885 " Phnius " 
Lavatory, in white fireclav, with anti-splash rim 
F4034 V (13 mm.) taps; F1123 1J* (32 mm.) plu 
and chain waste ; F7888 painted iron brackets. 
Fittings chromium-plated. 



Approximate Sijjes 
Overall Basin InsMe 

24" y \S" i~r »'-*' 

(610 mm. 4 57 trim.) 



444 mm. •: 317 mi 



EXTRAS 

Brackets white porcelain enamelled. 
Chromium-plated hinged overflow 



PLATE F76S- PLINIUS 



1 1 



i 



Plate F7886 : Comprising -hanks' F788> M Enmore 
L n . >n whit€ fireclav, with raised shelf, and 
.,, F4034 (13 mm.) taps : FI123 

1! (32 mm. lun and chain waste; 1 /^8 painted 
hracl Fittings chromium-plated. 

- . - 

■ 'l 

17. IJ 

144-1 mm. 305 mm i 

EXTRAS 

hinged 





PLATE F7886— "ENMORE" 



Plate F7726 : Comprising Shanks' F7887 Enmore " Lavaton 
in white fireclav, with raised shelf and anti-splash nm ; F4034 

" (13 mm.) "taps ; Fl 12 < 1 \* (32 mm.) plug and chain 
was) 1/440 painted iron leg and wall bracket. Imuit . 

( hmmium-plated. 



Apim " 

« rait I 

24 I7f 12" 

p* mm &Uti 



(444 in 105 »hi 



EXTRAS 

L> .rid bracket vfafa pore 




PLATE F7726 ENMORE 



SHOWING HINGED GRATING 
COVERING OVERFLOW 



. 




Mnmi. &§ 






/. 




Plate F6S50 

| r . 
)miu 



. 





















M and 


















PLATE F6550— "BUTE M 



Plate F6553 : Comprising Shanks' F6554 M But, 
Angle Lavaton' in white fireclay; F4034 |" (13 mm 
taps; F1123 \\" (32 mm.) pW and chain V 
F6555 painted iron bracket. Fittings chromium-plated. 



Overall 

21* x22* 

(S33 mm. < 5 59 mm.) 



Appkoxtm \ i e Sizes 
Basin Inside 

is" ir 

ASl mm. <05 mm. i 



Length Along Sides 




PLATE F6553 BUTE 



EXTRAS to liWifnritl on th« paf» 

», I white ,n iwiM*«l. 

Chrotnl 

(For »/i £*€* ***** 
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MuinL* 




PLATE F6556— "BUTE 



' ' 















Plate F6556 : Shanks 1 Lavatory Range comprising F6551 "Bute" Lavatories in white fireclay ; F4034 V (13 mm.) taps 
112 .' mm.) i and chain wastes; F6552 painted iron brackets. Not including waste pipe and trap. Fr 

mium-platcd. 



i 



Approximate mzi - dl.nh J .atory) 
Overall Basin inside 

17V MS" 12" - It** 

(432 mm. > 4D6 mm.) {305 mm. x292 mm.) 

J 17" 16" 12}" 

(508 mm. : 132 1 1 i 1 1 1 > (406 ram . x 3 1 7 mm . } 

24* 18" 171" - 134" 

(610 mm. lr>7 mm.) (444 mm. 343 mm.) 



EXTRAS 

i - ,'. hi h porcelain i tiamelled. 

Chromium-plated hinged overflow gratings. 
iron s\ . h pipe and liai pan - enamelled inside, or white porcelain enamelled inside and outside 

, iron trap , pauib ejiainelled inside, or white porcelain enameled Inside and outside 

i: u inp i ii i i . - enamelled inside, or WMte porcelain enamelled Inside and outside. 




SHOWING HINGED GRATING 
COVERING OVERFLOW 




F6203 WASTE PIPE WITH F62Q4 IRON TRAP TO EACH BASIN 









™^^ 
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PLATE F7896 "UNION " 



Plate F78?6 : < ng Shanks* F 

L m white tired. with 

bluet in 1 

overt] J j 



*»> " Lnmn M 



\r 






IV 












Plate F7897 \ t 

L 
rim 

i 1 A 

ii-l 









i 



• 









, 



EXTRAS to Plat* F/tf 











SHOWING OVERFLOW 
AND PLUG AND CHAIN WASTE 



SHOWING OVEMIO 
AND CAR! WASTI 



Plate F7898: Comprising Shank,' F790I " Uni " 
Angle Lavatory, in white fireclay, with anti- Is h n: 
and block lor building bito wall; F4034 j (13 mi 
taps; FtiSStf 1A" (38 nun.) vulcanite standi] te 

overflow. Fittings chromium-plated 





\ I'l ■; .- '\l V| \ M -1 1 




i 1 1 1 


Basin < h • rail 


1 '• i hi Iji i«!' 




I'l Ml 


(559 mm. ssi ii M ii ) 


Iti 12" 
(406 mm 30 5 mm 


) 


1 ' 
1 | 11.) 



Plate F7899 : Comprising Shank. F8 I nion ; 

Angle Lavatory, in white fireclay, with overft 
splash rim, and block for building mm wall; F4034 
I 13 mm.) taps ; Fl VIA I [AS mm | pit j ami I <n 

waste. Fitting chromium-plated, 



\l l | . .\|M \ I I ^l/F 



EXTRAS to Plate F7899 

I ■-.: ij- w B i in It 

( h n m i ii n i j 



I 









Basin ( h i ill 


1 '. . i - 1 1 1 In i • i ' 






> nun. S,S| i 
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tfrffl It 15 
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PLATE F7496 UNION 







* ' * 



*r%.. m 









hemiks 
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PLATE F3012 — 2 Basins, as shown 1 
PLATE F4632— 3 Basins 



; 



"INSTANTER 



f f 




SECTION 



The " Instanter" Lavatorv has been used with great success in many schools. It consists of a single block 
of either 2 or 3 basins, and by varying the number of blocks any length of range may be built up. A con- 
tinuous water supply, controlled bv a stop-cock under the charge of school attendant, enters each basin at the 
front and overflows "into a collecting channel at the rear, thus ensuring a constant supply of fresh water in eacn 
basin. The arrangement is thoroughly hygienic and eliminates all chance of contagion. As there are no supply 
taps or waste fittings under the control of the pupils, there is no waste of water or danger ot Hooding. 

Shanks' F6604 tl Instanter " School Lavatory, in white fireclay ; F6605 brass supply spreader to each basin ; F6606 brass 
Utlet grating » F4835 painted iron brackets. 



i 



Plate F3H12— block of 2 basins 

Basins inside 

Centre to centre of basins 
Overall 



• -. . « 



■ ■ ■ ■ 



■ ■•I 



• - - 



* ■ . ■ 



Plate F4632— block of 3 basins 
Basins inside .. 
Centre to centre of basins 



■ 



( ) vera 11 



* . . . 



i 



Inlets 
Outlet? 



• • > * 



• ■■ ■ * 



* t * ■ 



. . , . 



. . . 



• - - • 



* * *• 



Approximate Sizes 
12" x 9" (305 mm. x 229 mm.) 

15" (381 mm.) 
31" x 15" (787 mm. x 381 mm.) 



12" X 9" (305 mm, x 229 mm.) 

15" (381 mm.) 

48"xl5" (1219 mm. x381 mm.) 



A" (13 mm.) 
\i" (38 mm.) 



it 2 



-./■> 



* 





5 








EXTRAS 

Bra white porcelain enamelled. 

Paii I bite porcelain enamelled iron legs {see separate 

iituslrar /). 

! ply pipes. 

I" (I :t mm.) polished brass stop-cock wiih loose key. 




SHOWING IRON LEGS 
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Plate F7827 : Comprising Shank P7828 La 

in iron, white porcelain enamelled on top, 
under; F4034 V (13 mm.) t ; F11231 .) 

plug and chain waste ; 1 1585 pain I Jr n n - i 
Fittings chromium-plated. 

Appro i 

' ' -rail |. , , 

20- I6J i:q- . j, 

(^•US mm. - 419 mm.) (343 mi i ; 



25'' . \H" 
(635 mm. J.S7 nun.) 



I8f \A\ m 

(470 cm 343 n 



EXTRAS 

Brackets white pun/clam enamelled. 
Chromim fated hinged overflow gratbi 



PLATE F7827 






Plate F7829 : Comprising Shanks ' F7830 Lavatory 
in iron, white porcelain enamelled on top, painted 
under ; F4034 J* (13 mm.) tap for cold water only ; 
F1I23 l£" (32 mm.) plug and chain waste; con- 
cealed iron wall hanger. Fittings chromium- 
plated. 



Overall 

1 9" x 1 8" 
(483 rnm. x457 mm.) 



Approximate Sizes 

Basin Inside 

I4"y\\" 
('356 mm. :■ "279 mm.) 



Height of B. i « I; 
(165 mm.) 







PLATE F7829 
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PLATE F8390— "CENQUA 



1 1 



Plate F8390 : Shanks' " Cenqua " Island Wash Fountain 

comprising; F7489 basin with anti-splash rim and pedestal in 

white firecUn ; pedestal fitted with two access doors in white 

porcelain enamelled iron ; central supply with F7673 f" 

(19 mm.) top control tap to film spray ; circular brass soap 

dish ; waste grating ; 1 V (38 mm.) re-sealing lead trap. Fittings 
chromium-plated. 



Approximate Stzi 
t >v«-mii diameter oi basin 
I !i i .hi \\ i top of basin 






3' 6" (1067 mm.) 
T 6" (762 nun.) 



The wash fountain shown im sii ■ u rvice pipe -it required temperature. 

C03 ibined fifth . ! Ex Fed from hot and •■ Id service pipes is given >- extra. 



EXTRA 
ibined operated by Loose key through access door, I 

mp hire of v • ;• , for use with hot and cold service pipes, 
pecommeuded when there is f< mtain onlj in Lh< installation. 



E jul.ite 

i is i > 



■ r typical layout of wash fountain- and piping, sec pages 288 and 28a. 




H Y G I 



N 



I c 



The users wash in clean running water. 

The fireclay bowl, having a smooth 
impervious glaze, is easily kept clean. 



TIME 



SAVING 



There is no waste of time opening and 
shutting taps, and adjusting tempera- 
ture . 



SPACE 



SAVING 



The " Cenqua equipment occupies 
much less space than ranges of ordinary 
type lavatories of equal accommoda- 
tion. 

ECONOMICAL 

Although, during the period of use, the 
water is in continuous flow, there is no 
actual waste : the supply fittings are 
designed to deliver just the minimum 
quantity of water necessary to secure 
adequate washing. 
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PLATE F4391 CENQUA 



PUte F7a*t : mk, I 

r wall posi' i, compn* i * l 

»pfafth run .irnl ptJ. J m 

1 with ioor in whin ■ lain ci 

bnm t» p>pc» rhrtr »h 

I tO| r brum ***\ 

waafr uniting; l|* { iH mm.) rc-*cjhnif \*»' ' *p 
t ittintg chn >miuni plait • ! 
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THE 
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CENQUA" WASH FOUNTAIN 
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water di 

•rratui 



A the I enq 

ii thermostatic* 1 1 

I acalJm^ t i 



\\ :-h 1 iiit.ni.- should l*c at a pm ieU'imim 
, , ! • .• the ■'-' ni-il icmperm in nun bl U pi n m^i mi 



h ha* her ' actual pi hat ' sati^.utnrx results may lu- led 
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THE "CENQUA" WASH FOUNTAIN 




Actual photograph of installation in factory of 



300 workers. 



The four " Cenqua " Fountains are connected to 
a waste pipe below floor. 

A single service pipe, from combined hot and 
cold fitting on wall, with branch pipes, supplies 
the fountains, similar to Figure 2 on page 288. 




Diagra 



COLD WATCR * « HOT WfcTCR 

, ln skewing layoul of piping rn ^sulfation shown at 
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S« Plate F4513 
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PLATE F4513 ' PURITA 



t 9 



Plate F4S13 . 

. ■ 

r 

(inj 









hank*' Improved M Puritt Fountain, in 
in p] ed ifl recess back of 

ing mm-.-*.!., j live valve with 

g nut wad I i" (29 mm.) 







PL/ * " PURITA 



Plate F4S14 

■ 






< li> m ith 

if non-cor>< uv^iv c \ah 
■ ■ •'« ^ ith 



. 








' I'urita Fountains m*] be placed in single or in range 

irm, fed from an rhead cistern. 



Where \ur\mi; preaaure* prevail, it til 
found good pnetio osuj i*«.l 

head < istern in ordi i to « 
head. 
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PLATE F8274 " OR WOOD 







PLATE M175 AQC'Aj* 



PUt# 1271 
Hr*M AqtMMrt 1 
I** m CMItrc 1 1 3 mm | u 
*H*9, rvfftifaiUfig ilcvKr of 
■Utlrt tc 
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PLATE n LANRICK " 



Plate F827? 





PLATE F8280 



I ,,. I snri< I I • is 

adi w ith a lipi >ed hoi 
— .1 \ , i \ irtam 

feature — »d 
■ {•>, which 

naturalh correct Bit- 
tin 




F7511 CISTERN 
(Si»m Mw .1 in Plate P8282) 




PLATE F82B1— " LANRICK 

i . 1 1 - , i - 
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Plate F8281 : Shanks" L.iii.ui " Wanhdown Cli 

•uprising F7112 i wrhifc fii la) with galvanize* 

cleaning i • F1039 tingle thicknejl polished hasel pine 

iurcd Idea! " scat ; I ! 172 3-gallon 4 

Ii i fcvh porc-t-lam i-namdled iron cistern; Ffil 

Improve d li« tl ' val fittii ball while j 

>amelled fl lb I . I 154! " Viaptua " rubber joint. l-nimfi 
brom D-pIatcd. 



Plate F8280 1.. I .,• 

iaxe! pine mahdfra^ <>loured Ide 
with cnium-plated hinge* 

• XTHA 



i 



M*>tx> 



Plate F8282 : Ditto, but with F751 1 low level whit. 

enarne I iron cistern . 1 lead \ai 'less siphon " < ertui 



i g*J|, ' H. I I r I 4 lit 



,,},.«. 1 1 I r.<l ■ I :#-.! 1 1.111 



EXTRA to Plat* FS2S2 only 

tada bcaat Muag* instead C«ruu " 

EXTRA to Wat«« F82SI and WZS2 

■i v >a*iaat a< tiny bail '-•.- • 



*>iat# pr«-ttwrc it ball-cot* wh 



ring 
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J"4 




bonnlks 
















PLATE F7148— n LANRICK " 

(For Schools) 




F8392 HINGED SEAT 
(Specified in Plates F7149 and F8284) 




M.ifinfvN 



F8179^" LIBO " CISTERN 
(Specified in Plates F8283 and F82S4) 

The " Lanrick'' closet is made with a lipped front — a very 
important hygienic feature — and with a sloping top which has 
the effect of inducing the naturally correct sitting posture. 

Plate F7148 : Shanks' " Lanrick " Washdown Closet Set, comprising F71 1 I 
closet in white fireclay, galvanized iron cleaning eye, hardwood insets ; F4757 
2-galIon (9 litres) " S.B." valve siphon cistern with lugs for screwing to wall 
and sheath pull, in painted iron ; F292& 1£" (32 mm.) galvanized steel telescopic 
flush pipe with clip ; F3541 " Adaptus " rubber joint. 



Plate F7149 : Ditto, but with F7112 <k Lanrick " closet in white fireclay, 
and F8392 single thickness polished hazel pine mahogany coloured " Ideal ' 
seat, with chromium-plated hinges. 

EXTRA to Plates F7I48 and F7I49 

3-gallon (14 litres) cistern. 

Plate F8283 : Shanks* " Lanrick " Washdown Closet Set, comprising F I I 
closet in white fireclay, galvanized iron cleaning eye and hardwood insi 
F8179 3-gallon (14 litres) " Libo f} valve siphon cistern, with lugs for senro 
to wall, and sheath pull/in painted iron ; F2928 \\" (32 mm.) galvanized s t< 
telescopic flush pipe with clip ; F3541 " Adaptus " rubber joint. Not i 
cover for astern. 

Plate F8284 : Ditto, but with F7112 * Lanrick" closet in white fireclay, 
and F8392 single thickness polished hazel pine mahogany coloured Ideal 
seat with chromium-plated hinges. 

EXTRA to Plates F8283 and F8284 

Cover for cistern in painted iron. 

State pressure at ball-cock when ordering. 
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Shocks 
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F8177 " LEVER N CISTERN 
[5| ., .in ,i in PUlei I 828; d P8S88) 

Plate 2286 : Shanks 1 " S B. M Waahdowu Close! Set, eomprisk close! in wl 

with left hand Bide outlet (as shown); galvanized iron eleamn 

,'i d iron outlet pi^e ; hardwood insets; F4757 2-gallon (9 liti 

S.B ci tern with tugs for sen-wing to wall and sheath pull, in painti 
I 12 mm i galvanized steel flush pipe and clip ; F3S4I " Adapiu 

jbbei joint, 

. t N • i ii 3 hijeb (* 9 II I. 

< lost'l I 305 "'it..,) I,i;:l» I J Hi" 

Plate F4734 : Ditto, hvi " S3.*' i.li.^et in white lifleclay, with F1639 n 

i! i ,•! | >ii m mahogany coloured " Ideal M ±*-u\ with chromium 

Inn 

( l.,-i-t il u urn hi.-i. I 

I 12 ii I I. i l ; 4tii 



.. __ . ( din pi * ' 

hand side outlet (as s how n) ; galvani: d iron cIcj 

! 14 it- ; liardv od ins. I 81 77 2-yaMon ( l * I in i - ) " I 

H in. with lujp tor screwing to wall and sheath pull, in pain • 

1JM32 mm.) galvanized dilush pipe and clip; PSMI ,l Adflptus 



v| 14 ■ • |i,.< Il I L"» II 

i c jo* ■ i j.- 



Plate F8288 Ditto, bill si: do*e< in white tin ay, wilh 

Il c-hh pine mahogasn coloured " Ideal" SCSI wtA tibttWIUH 

nges . 
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llJWl v Inn \ i | ll«"'i ^ It I) 

■ t ti.l 

| |, I "I - U *• J 

EXTRA to Cloirl S#t» on this page 

dim \4 toani. 

State pr*»%ur« at ball-cock whtn ordering. 
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PLATE F8419— "CAIRN 



1 I 



The principal features of the "Cairn" 
closet are the sloping top, which has 
the effect of inducing the naturally 
correct sitting posture and the cleaning 
eye on top of trap giving direct acces 
to drain in event of ehokage, 




F8422— •• CAIRN M 
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Plate F8419 : Shanks' " Cairn " 

Washdown Closet Set, comprising 

F8421 white fireclay closet with 

brass cleaning eye on top of trap, 

hardwood insets ; F8178 2-gallon 

(9 litres) u New Cyclo " valveless 

siphon cistern with lugs for screwing to wall, and sheath 

pull, in painted iron; F2927 1 £" (32- nun.) galvanized 

steel telescopic flush pipe and clip; F3541 " Adaptus ' 

rubber joint. 

Plate F8420 : Ditto, but with F8422 '• Cairn " closet in 
white fireclay, and F1639 single thickness polished hazel 
pine mahogany coloured " Ideal n seat and chromium- 
plated hinges. 

EXTRA 

3 gallon (14 litres) cistern. 



F8421— "CAIRN " 

F8422 : Shanks 1 " Cairn n Washdown Close in white fire* 

" S " trap, and brass clean in l on top of trap. 



F8421 : Ditto, but with hardv d insets. 
















F1639 HINGED "IDEAL SEAT 
(Specified in H i 



State pressure at ball-cock when ordering 
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PLATE F8285— " CARDIFF 

(For Schools) 



1 1 




F1639 Hinged " Ideal " Seat 
(Specified in Plate Fg2g$) 



The principal feature of the fr Cardiff " closet 
is the cleaning eye on top of trap giving 
direct access to drain in event of chokage. 

Plate F828S : Shanks* "Cardiff" Washdown Closet Set, 
comprising closet in fireclay, white inside and buff outside, with 
" S " trap, galvanized iron cleaning eye, hardwood insets ; F8178 
2 -gallon (9 litres) " New Cyclo " vaiveless siphon cistern with 
lugs for screwing to wall, and sheath pull, in painted iron ; F2927 
I J* (32 mm.) galvanized steel telescopic flush pipe with clip; 
F3541 " Adaptus " rubber joint. 

Closet 14" (356 mm.) high (F3690). 
Closet 12" (305 mm.) high (F3689). 



Plate F8286 : Ditto, but with closet in fireclay, white inside 
and buff outside, with F1639 single thickness polished mahogany 
coloured u Ideal " seat with chromium-plated hinges. 

EXTRAS to Closet Sets on this page 

Closet white inside and outside. 
3-gallon (14 litres) cistern. 



State pressure at ball-cock when ordering. 
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PLATE F7152 

In school I ere w- r closets arc in constant use at certain periods of the day, there is a danger, if these 
tic in- idual sterns, that some of the closets may be left unflushed, owing to the cisterns 

no1 hai . had rime to refill since they were previously flushed. 

Th< Ulsa Flushing Trough has been introduced to meet this condition existing in schools. 

1 cont< 1 water in the trough allows the closets to be flushed repeatedly with very little interval 

h flush The objectionable nuisance of closets being left unflushed is thus avoided. 

ml) one ball-cock needed for the trough — only in exceptional cases are two ball-cocks necessary— 
the ; i initial plumbing work ii> 1« . and maintenance costs are reduced. 



i 




F3541 Adapti rubber join Wot including cover for trough, wood divisions and doors. 

Centres up to 3' 6" (1«»67 nun.) 

E XTRA 

>r ci- Ivai 1 wrought iron. 

NOTE. It is important when ordering to state whether the trough should give a 2-gallon or a 3-gallon flush to each closet. 




Ffcfl ion of " Ail* 1 ugh. 
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PLATE F7490— " BUTE " 

(For Factories) 




PLATE F7491 




Back view of closet showing inspection cap 

on cop of trap to provide direct access to 

soil pipe in event of chokage. 



Plate F7490 : Shanks' " Bute " Washdown Closet Set, comprising F8277 
white fireclay closet, with cleaning eye on top of trap; F1639 single thickness 
polished hazel pine mahogany coloured " Ideal " seat with chromium-plated 
hinges ; F7316 2-gallon (9 litres) " New Cyclo " valveless siphon painted in. 
cistern, with lugs for screwing to wall ; F3556 galvanized pull and chain ; F2927 
l\" (32 mm.) galvanized steel telescopic flush pipe with clip and rubber buffer ; 
F3541 c< Adaptus >s rubber joint. 

Plate F7491 : Ditto, but with F8278 " Bute " closet, in white fireclay, with 
hardwood insets. 

EXTRA 

3-galli.ii (14 litres) cistern. 

State pressure at ball-cock when ordering. 
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PLATE F6783-" PRISON M 












in IM.ii.- F6784) 
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Plan — F46T71 - wall 

'^notified in I ami 

F8289) 




PLATE F8289— " PRISON 



* J 



Plate F6783 : Shanks' " Prison " Washdown Closet Set, comprising 
F467I closet in white fireclay with " S " trap, novent, galvanized in 
flanged outlet piece; hardwood insets; F6785 3-gallon (14 litre 
valve siphon cistern, cover and brackets, all in painted iron ; F81 
brass chain with rubber ball-pull in corridor combined with push 
button operated from cell. Not including flush pipe. 

Plate F6784 : Ditto, but with F4670 closet in white fireclay with 
hardwood insets, for corner position. 

Plate F8289 : Shanks' " Prison " Washdown Closet Set, comprising 
F4671 closet in white fireclay, with *' S " trap, no vent, galvanized iron 
Banged outlet piece, teakwood insets; F6274 3-gallon (14 litre 
low level cistern and sloping cover in white porcelain enamelled iron 
with central thumb press lever ; F6275 " Duro * valve fittings j 
ball-cock ; flush pipe with white porcelain enamelled iron shield ; 
F3541 ,l Adaptus" rubber joint. Fittings chromium-plated. 

Approximate height 3' 9" (1143 mm.) Approximate projection 2* I' [711 nun.: 



State pressure at ball-cock when ordering- 
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F7101 



t • 



ABERGELE " 




Approximate 


Sizes 


A- 


-20 r 


' (521 


am 


B- 


-10' 


(254 


mm j 


G- 


10" 


(2S4 


ram.) 


D- 


-10' 


(25-1 


mm.) 


E- 


- & 


(152 


nun.) 




cllH! '' l hanks ' " Ah ^e^" Washdown Closet, in wh 

China, with seat extension, brass cleanine ev, » S " 



eye, 



The 



Abergele closet is of small dimensions and 
for > oun ? children only It is made in V.tr- Q bin*- 
non-crazmg material of exceptional strength and h 








Appro 

Si 

v -2U" (622 mm ) 
13 -I2J* (317 mm.) 

< -144" (368 nam I 
D 13" (330 mf. 

i. 8|"{216au 




I 



B 



T 



F7112: Shanks' " Lanrick " Washdown Closet, in white fin 
with seat extension, galvanized iron cleaning eye, " S " trap no 



vent. 



F7112— M LANRICK ,J 



The " Lanrick " closet is made with a lipped front — a very 
important hygienic feature — and with a sloping top, which has 
the effect of inducing the naturally correct sitting posture. 





Apt MATE 

A -244" j.) 

B — !2A * (317 r 

C— NT (368 

i | | ■ mr 

I - 84" (216 mi 








• B 



' 



F7111 : Shanks' " Lanrick " Washdown ( da 

with hardwood insets, galvanized iron cleaning 
no vent. 









F7111— "LANRICK 



t » 



DEDUCTION applicable to Closets on this page 

With vent, no cleaning eye. 
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F2931 : Shank '" S H School IrV^lidown Closet, in while I 

w dwooi insets, left-Kmd side nuilet (.is Ouiwn), «ah tni» 

clear 1 1 nv .md galvanized non (Hide* piece, 
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F4663 si hoot Wiihdown Cloud in whit« 

' haidui I insets, U It-hand -••!« "Uilei <aa ' tl) 
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11,0 Principal fe. he I ^ th d . 

on top of trap Bivi t tod 




F3690 •'CARDIFF" 




F3689 '• CARDIFF " 
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F4467 and F4668 " CARDIFF 
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F8322— " IMPROVED OSLIN 



J « 




FS323 -" IMPROVED OSLIN 



I * 



F8277— " BUTE 



F8278 BUTE 




Itaomiks 







Approximate 
Sizes 

,\— 25" (635 mm.) 

B— 13T (343 mm.) 

C — 17'* (432 mm.) 

D— 12" (305 mm.) 

E— 8h" (216 mm.) 




F8322 : Shanks' t( Improved Oslin " Washdown Closet, in white fireclay, 
with seat extension, <l S " trap and brass cleaning eye. 





Approximate 
Sizi - 



A— 25" 
B— 13A 
C— 17" 
D— 12' 
E- 8.1 



f 



'- 



(635 mm.) 
(343 mm.) 
(432 mm.) 
(305 mm.) 
(216 mm.) 




F8323 : Shanks' " Improved Oslin " Washdown Closet, in white firecla 
ith hardwood insets, h S " trap and brass cleaning eye. 



ERRATA 

I ,i F8323dosel$: 5i» C si il<l read 16" (406 mm.) 

in t addi oaJ tu ightok-44* (356 mm.) and 12 (305 m. 




Approximate 
Sizes 

A— 24" (610 mm.) 
B — Hi" (368 mm.) 
C 16" (406 mm.) 
D- lir (292 mm.) 
E— I0J* (260 mm.) 




F8277 : Shanks' tl Bute M Washdown Closet, in white hrcclay, with scat 
ion, S " trap and brass cleaning eye on top of trap. 





\ vilM.vTR 

5 i 
A J4" (610 

3 i4j" id8 mm 
C ih (406 sua 

n|- (292 nun I 
l i<ij- [260 mm.) 




F8278 : Shanks' But » Washdown Clos ' in white hrecl 
dw | m- . " S ' trap and brass cleaning eye on top of trap. 
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F4649— " MODERN " 





A 
B 

c- 

D 
E 



Approximate 
Sizes 

-28" (711 mm.) 

(381 mm.) 

(444 mm.) 

(330 mm.) 

(229 mm.) 



I 



15" 
L7| 

i:r 

■ 9" 



8 



I 




F4649 : Shanks; « Modern » Washdown Closet, in te 
with seat extension. 



Full details of traps and vents to be stated when orderin 




Approximate 
Sizes 

A— 28}* (724 mm.) 

B— I5f (400 mm.) 

C— 17£" (444 nun.) 

D— 11* (279 mm.) 

E— $i* (241 mm.) 




F4670 : Shanks' il Prison " Washdown Closet, for corner position, in white 
fireclay, with hardwood insets, " S " trap, no vent, and galvanized iron flanged 
et piece. 



F4670— " PRISON ™ 





Approximate 
Sizes 

A— 28|" (730 mm.) 
B— 15 1" (394 mm.) 
C— \l\" (444 mm.) 
D— 12" (305 mm.) 
E— I0i" (260 mm.) 




F4671 : Shanks' " Prison " Washdown Closet, in white fireclay, with 
hardwood insets, " S » trap, no vent, and galvanized iron flanged outt 

piece. 









F4671— " PRISON 
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FLUSHING TANKS 









Width 




« 


Length 


(Projection) Depth 


Range of 2 


24" 


X 


13" 


X 1 8" 


Range of 3 


24" 


X 


17" 


X 18" 


Range of 4 


26" 


X 


17" 


X 24" 


Range of 5 


25* 


> 


2i) w 


X 24" 


Range of 6 


33* 


X 


2o" 


X 24' 



• It - 



(610X330 x457 mm.) 
(610x432 x457 mm i 
(660 > 432 X610 mm.) 
(635x508 • 61 U urn 
I838x5i»8 • BIO mm. i 





A— 19* (483 mm.) 
B— 14* (356 mm.) 
C— 15.1* (394 mm.) 
D— I If (292 mm.) 
E— 8i" (216 mm.) 



PLATE F2670 
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Plate F2670 : Shanks' Closet Range, comprising P6828 closets in fireclay, white inside and buff outside ; hardwood insets ; 
ire y der Boor, stoneware siphon trap with painted iron cleaning eye; galvanized wrought-iron automatic 

fiV-h rank with painted iron brackets ; painted iron flush pipes with device at inlet of each basin to regulate flush ; centres 
basin mm.). 

NOTE. If other centres than 2 8 (815 mm.) are required, these must be stated when ordering. 

K s over 2' 8 ra.) are charged extra. 

Rang fitted with trap .it end (.i> shown) up to and including range of five. Ov« r that length, 

trap ■ in centre of i e. 

In - Iud.ii >uj basins, Bushing tank may be placed, U desired, at end .-l ran«e. 

In all Ion, 51 be placed in ••■■!•. us shown). 



• • • * 



Approximate Sizes 

lr -leter I outlet 

Proje< ti ■ , -. t (toed w.«M 

H> r to underside nk 

|H k may be varied I nit requirement! 

Fot • of flushing tanks see abov 



4" (102 mm.) 
r V (483 mm I 

4 \" (2 553 run: 










aim..&5 




PLATE F3928 



The Closet Range illustrated on this 
page is designed for Factories, 
Schools, Institutions and Public 
Buildings generally, where automatic 
installations are desired. 

It is of strong and simple con- 
struction, and is designed to stand 
hard usage. The discharge is by 
powerful siphonjte action, and 
highly efficient. 






Range 



Range of 3 
Range of 4 
Range of 5 
Range of 6 



FLUSHING TANKS 

Length (projection} Depth 

of 2 24" , i : r •.- i g« 
(610 nun.. . M - Lra. 457 mm.) 

24" x 17" 18" 

(610 mm. ,-• 4, r 52 mm. > -5.S7 mm.) 

26" x 17" 24* 

(660 mm. x432 mm. % 610 nun.) 

25" X 20" 24* 

(635 mm. x508 mm. S|0 mm.) 

33" x 2i>" 24* 

(838 mm . x 508 mm-. SM mm.) 





Approximate SraiES 
A— J8.i" (47U mm.) 
B— 14'' ($56 mm.) 
C— W (419 mm.) 
D— 12" (305 ram.) 
E— 10" (234 mm.) 



Plate F3928 : Shanks' Closet Range, composing F6827 closets in fireclay, buff inside ^/^^^^ 

fireclay pipes above floor, buff fireclay' siphon trap with painted iron cleaning eye, F*&^^ 

tank with painted iron brackets, painted iron flush pipes with device at inlet of each basin 10 regulace flush , centres ot basins 

2/ 8" (813 mm.). 



NOTE. — If other centres 



than 2' 8" (813 mm.) are required, these must be stated when ordering 



Centres over 2' 8" (813 mm.) are charged extra shown). Over this tengtfi 

Ranges of two and three closets are fitted with trap at end of ran^e [as bnowr , 

double trap is fitted in centre of range. h nHred if desired, at end of range. 

In ranges up to and including four closets, flushing tank may be placed, M ae^irea, 

In all longer ranges tank must be in centre (as shown). 

Approximate Sizes 

Inside diameter of trap outlets — 

Single trap for ranges of 2 and 3 

Double trap for ranges of over 3 
Projection of closet from wall 
Height from floor to underside of tank 



0' :r (76 mm.) 
D'4? (102 mm.) 
2' l* (635 mm.) 
8' 4f (2553 mm.) 














(Height of tank may be varied to suit requirements.) 
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F8303 



F8303 : Shanks' Closet Enclosure, comprising polished marble work as shown (no back slabs) 
floor rests, top rail and fixtures, polished mahogany hinged doors with handles indicators and 



chromium -plated 
bolts. 



brass 



Approximate Size 

Projection Horn wall 
Centre to centre of divisions 
Height, to top of divisions 
vera It height 






5' 6" (1676 mm.) 
3' 0" (914 mm.) 
6' 6" {1981 mm. i 
1' l" (2159 mm.) 



EXTRA 

Doors in polished teak. 

NOTE.— Variations in sizes and details may be made to suit requirements. 
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Acid Proof Laboratory Sinks 




PLATE F6884 



* 




in. 





I 



Section of Place F6884 

u ling wa • ami overflow 
with loose gj iting in outli 



Section of Place F6665 

i'lu with too gratii 

outlet. 



Plate F6884 : Comprising Shanks' F6228 Laboratory Sink, with standing waste and overflow, in white Viti Ufi China 

loose grating in outlet. 

Approximate Sizes 
24" >- 18" X 1U" (610 mm. 457 mm. 254 una.) 

Plate F6885 : Comprising Shanks' F6228 Laboratory Sink, as above, but with plug waste (no overflow), lo grai 
outlet. 

Approximate Sizes 
24" - 18" x 10" (610 mm. x 457 mm. • 254 mm.) 







Plan. 





Section of PJate F71 25 Section of Plate F7126 

Standing waste and overflow Plug waste with loose 




with loose grating in outlet. 



grating in outlet. 



PLATE F7125 



Plate F7125 : Comprising Shanks' F7127 Lavatory Sink, with standing waste and overflow, in white Vitro 
loose grating in outlet. Brackets are not supplied with this sink. 

Approximate Sizes 

12*x 12"x7" (305 mm, x3U5 o.« I78n ' 
14" x 14" X 9" (356 mm. x 356 mm. x 229 mm.) 

Plate F7126 : Comprising Shanks' F7127 Laboratory Sink, as above, but with plug waste (no overflow), loose gnmn* 

outlet, no brackets. 

Approximate Sizes 

12' ! 2 " X T (305 mm. x BOS mm. X 1 78 mm.) 
14" , 14" x 9" (356 mm. > 356 mm. 229 mm.) 



i 




309 



I 




■ I 
















I 













Mala F7Mi 



Al P7141 
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F7143 



F7143 : Shanks' Acid-resisting Pipe, T' (51 mm.) bore, 
with branch connection, in Vitreous China, white glazt 
inside, unglfltzed outside, 

2' ii" Ion- (Kjn mm.] 

*J' *" long (762 bub, 
3' 0" long (914 mm.) 

"tlifink"! 




F71 44 



F7144 : Shanks' Acid-resisting Pipe, T (51 mm.) bore, 
in Vitreous China, white glazed inside, unglazed outside. 

2' d" long (6J0 mm.) 
T $* long (762 mm ) 

r i''' Ion (914 mm.) 





F7146 



F7147 



F7146 : Shanks 1 |* (13 mm.) Supplv Tap, with »wan neck, 
Mange for screwing to bench, chromium-pl Bted. 

F7I47 : Shanks' A" (13 mm.) Combined Fitting, with 
swan neck, for hot and cold water, flan CTCWlOg to 

bench, chromium-placed. 

EXTRA 

Tails U>sseU ami screwed (Vm.ik- i<»r i.opper or Iron. 




F7145 

F7145 : Shank w.d-i ( 

>1 mm.) bore, in Vitn 
un^lazed outside. 
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BENCH FITTED WITH SUPPLY FlTTlN AND SINKS 
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PLATE F8251 



I .uble Ra F Wash Tubs, compr tig F8252 rubs, centre division with soap sinking, end pie< 

in ». white inside and outside; F6927 £ 13 mm.) hot and cold dual Up8; H I -- I* 



Plate F8251 

; I mm. roil " S M trap to each iub ; F6929 2^* («4 mm.) bore horizontal waste pi 

ith i'- i iron k , wrought iron frame and stays. Brasswork polished. 
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PLATE F6925 



Plate F6925 : Shanks' Double Range of Wash Tubs, comprising F6926 tubs, with so and fixed o laps, m !• 
white inside and outside; wringer board, centre piece and end panels in teak wood ; F6927 I" (13 r .) br tot d 

dual taps ; Fl 122 If* (38 mm.) plug and chain wastes ; 1 \" (38 mm.) iron " S " trap to each tub ; P \ n< ) bore 

horizontal waste pipe with hangers in painted iron, painted iron legs, wrought-iron frame and stays. Brass work p 

Plate F6930 : Ditto, but with F6931 tubs with back skirtings and F4889 $ # (13 mm.) brass taps. 



Length 

22" 
(559 ram,) 



Approximate Overall Sizes (Each Tub) 

Width Depth 

1 2" 



18' 
(457 mm.) 



(305 mm.) 



Cei 1 1 1 • i i < • i re 

23* 

(5 nun,) 



EXTRAS 



Fit tings chro-m i u m- pi a ted . 

Waste pipe and traps glass enamelled inside. 

Legs white porcelain enamelled, frame and stays white painted. 




PLATE F6930 
Double range «.i wash -tubs with' b.ick skirting 
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INSTALLATION SHOWING SHANKS' HYDRO-THERAPEUTIC 



EQUIPMENT 








; 



This shows the sedative pools with large hot and cold valves 
for quick filling, standing wastes and overflows, and thermostatic 
blenders for under water douches at controlled temperatures. 
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INSTALLATIONS 



SHOWING SHANKS' HYDRO-THERAPEUTIC EQUIPMENT 
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[Left) Vichy Room, 

co mp.cit in g \ ichj 

rableii Scotch doui he 

with pressure gtti 
and Aix dou< he. 
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NSTALLATIONS SHOWING SHANKS' HYDRO-THERAPEUTIC 



EQUIPMr 







<1 I ■ 
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both 
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Installation showing Shanks' Continuous Flow Baths 




41* 








nunmnlks 







{Left) Shanks' " Neosan " 
Bed-pan Washer and 
combined Mackintosh and 
Slop Sink. 



- 



{Right) Shanks' Bath for 
Infants — island position. 
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V.D. EQUIPMENT 




Installation 
showing Shanks 1 
Equipment in Self 
Irrigation Cubicles 



on showing Shanks' 
Pc b I c Irrigator 



Dmijhi *r\4 Arrin|fmtnt plant 
lybmiittd to tuit r r q u i r c m e n t i 
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PIPING INSTALLATIONS 



PRESSURES. The hot and cold water must be equal or nearly equal in pressure d si ,uld be tv 
preferably from overhead tanks, and the pressures must be adequate for the efficie 

fittings. 



PIPE SIZES. Main pipes and branch pipes must be large enough for thi ir respective m - , 
and sized so that the volumes of hot and cold water will riot be disturbed whether one oj 
the same pipe line are being operated at one time. Large-sized pipes should therefore be u I 
should follow the straightest course from the tanks to the fittings, with < u elbows as ; . i 

seriously retard the flow of water. 



UNDERSIZED PIPES. Where these conditions prevail, any variation in the volumes oi th ] m.| 
cold water drawn off at one or more fittings will causi a variation in the teni] Ltures ai other fttti 
operating on the same pipe line. There would also be a difference in the number oi gallons dis h,u 
each fitting, particularly if pipes are long, because of the Lc of pressure duo to friction m the pipin ■ 



NON-RETURN VALVES. It is recommended that the main conn on fittings installed to s ly 

tempered water, should be fitted with non-return valves. 



Arrangement layouts to suit special requirements will be submitted on 
receipt of full particulars of the hot i 1 cold w -r supply ro 
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Thermometer 



Thermometer 



Outlet 




SHANKS' THERMOSTATIC BLENDER 

anks ' Thermostatic Blender is a mechanical dev.ee for automatically blending hot and cold water for 
. Douches, Continuous Flow Baths, and other purposes. 

iv r t+ ; nfr onH will shut off the hot supply should the temperature tend to 
It is narity a non-scald^g tmg J wdWh ut ott l P^ ^^^ ^ the hot water 

tceed a predetermined max m ^- ^"^^^ 160° F. and 200° F., and if, through carelessness. 

uppl is usually maintained at a tem f r ^ J De ™ conseq uences mav be very serious. Ordinary types 

"l ^S: s^l^^SS U Thermostatic Blender absolutely 

rents it. 

♦i • MC ^n*idi caWniivl the blender will maintain a steady flow of mixed water 

mperatures of the hot and cold services, 

The blender is provided with a 
regulator for adjustment to the 
required temperature by means 
of a loose key, and this 
regulator is covered by a screw 
cap, providing adequate pro- 
tection against unauthorised 
interference. 

For satisfactory working th< 
pressures of the hot and cold 
supplies to the blender should 
be equal, or nearly equal .^ and 
should not exceed about 35 lbs. 
per square inch. Blenders 
will withstand and operate on 
very much higher pressures 
than this, but if this figure is 
greatly exceeded, there will be 
some risk of concussion and 
erratic action. 

Blenders are supplied in various 
sizes, left-hand or right-hand, 
and to suit supplies from above 
or below, as diagrams 1 to 4. 

Arrangement layouts to suil 
requirements will be submitted 
on receipt of full particulars nl 
the hot and cold water supply 

outlet systems. 
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Diagram 2 
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Diagram 3 



Diagram 4 
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Plate F7133 : S I em* BU rider, comprising blender with thermostatic valve, thermometer and wall flange? 

n. m v. n hot and cold lets : FS321 hot and Id supply valves, with wall flanges, inlet and outlet unions bossed 

and s - nale for iron. Chromium -plated. 



In 

1' (19 man 

r (25 mm.) 
I T nam.) 
1 1 us ruin.) 



Outlet. 

I* [25 mil 

{32 mm 

■ s on 
-14 mm 





DEDUCTION 

i wi! return 



Connections may be supplied for copper if de-sired 
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PLATE FS610 



Plate F5810 : Shanki Vi< ) Dowhr Aj 

w ith ihermosf.ut( valve, thei nctrr 

\.i! . \Mth wall Hink'c*, mlcts clcai ol wall. < 

including u-i \ hill wii rep 

.mil *pnn fithnufl . 1 he nttii h ¥ vVJI { 

chmmium-plai I 










I . - # 









.M 






irm m 






IH 






V»*f » 









t • h 



■ 















Note I w*t«-r%top»i«in* I 



Far .nfor 









rtf CK«r 
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Shanks 



PLATE F5811 



Plate F5811 : Shanty Vicbj Doudtt Apparatus, comprising table in white porcelain enamelled iron, ™PP°[« d _™Z° t °J 
f, tandinjj waste and overflow ; 1 } (32 mn 



mm.) blender and thermostatic valve, thermometer, 

inlets clear of wall ; 

th regulating valve. 

be and jet nozzle. 



Approximate Overall Sizes of VlCHY Table 

i5le) width H 2&£2S*. F1 T 

191] mi 2' 4' (711 mm.) 2 S [782 mm.) 



Note - l cold v* passing throogh bleodcr jm 



th. rmostaU. allv controlled to give the desired temperature at the outlet 



For information regarding thermostatically controlled blender, ice page *22. 
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Shanks 



Plate F5312: Shank* 1 Scotch Douche Table 
with control valves for two douches, comprising 
Black Granite top, brass tubular frame with 
Moor flanges ; |" (19 mm.) gunmetal valve with 
wheel handle for cold douche, including supply 
pipe to floor with floor flange; -,' (19 mm.") 
mmmetal hot and cold valves with wheel hand! 
mixing box and thermometer for tempt I u 
douche, including supply pipes to floor with 
floor flanges ; rubber tubes with jet no | 
and interchangeable wave and rose. Lit! 
chromium-plitcd. 



Length 

I' A" mi mm.) 



Approximate Overall 

Width 

1/ 6" (457 mm.) 



M7.ES 

Height fr n ! 
r IT (762 mu 




PLATE F5812 



Note. — It is essential for the cold water supply to be taken from sami head « i water .is li-'t supply. Si. I ih 

specified suit general conditions but may be modified as required. I sures of hot and k<A<\ supplies must be specif 



Plate F5813 : Shanks' Control 
Table with control valves for two 
douches, one needle spray and one 
other appliance, comprising Black 
Granite top, brass tubular frame 
with floor flanges ; f" (19 mm.) 
gunmetal hot and cold valves with 
wheel handles, mixing box and 
thermometer for tempered water 
douche, f" (19 mm.) gunmetal valve 
with wheel handle for cold douche, 
including supply pipes to floor, floor 
flanges, rubber tubes, jet nozzles and 
interchangeable wave and rose ; 
\\" (32 mm.) hot and cold valves 
with wheel handles, mixing box and 
thermometer for tempered water to 
one needle spray and one other 
appliance, including outlet pipes 
from mixing box to floor, also supply 
pipes to floor, all with floor flanges. 
Fittings chromium-plated. 



Approximate Overall Sizes 







Heigh L 


Length 


Width 


from Fl 


4' 0" 


r 9" 


2' 6" 


(1219 mm.) 


(533 mm.) 


(762 mm.) 







ln-HKN 



PLATE F5813 
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PLATE F5B16 
Plate F5816 : Vix I 

. P r ) (25 mi w»* 

u, . therm 

9 mm.) hot and 

.ply valv th 

clear oi ill, 

uche i !''• 

, r hanging uch 

■ 







'"■-' 



y 



i 




PLATE F6895 

Plate F6895 : Shanks* Scotch 
Douche, comprising 1" (25 mm.) 
blender, with thermostatic valve, 
thermometer and non-return valves 
on inlets; F5321 |* (19 mm.) hot 
and cold gunmetal supply valves 
with wall flanges, inlets clear of 
wall ; F5321 f* (19 mm.) stop-cock, 
rubber tubes ; F3893 combined hot 
and cold spring valves with 
thumb-press levers and wall hook. 
Ch n>m i um -pla ted . 

Cold inlet 1" (25 run.. i 
Hot inlet J." [19 mtt.) 



i 



i 













1 1 h 

t an a« 

arc l 

\< 
it 









,nvl nccc&sarv in 

temperature the i i 
ail normal 

'I d jn 11 sidf 

i un Piatt I 6895, 
V incorporated 

T >n- 









i 



one for 

f ,a .«.,• hi the other to facilitate the mixing oi 

thi I d< i v;!« controlled b> the >p-cocfc« 

inder conditions stated. 



Plate F8363 : ch 1 >• LH he, [Uprising T (25 mm.) blender with 

the ah« hcrnn , nor lurn valves on inlets; F5321 l" 

-nmetal supph valva with wall flanges, inlets clear 
J* (19 nm.i slop- ks ; rubber tube* and F5893 combine 
hot art Id spring valves with tbunV rcss U rs and wall hook ( hromium- 

Cold 

lii i | y ran. 



Not*. Thr h 







•■ 



ron*h blend- tuoUatk controlled \ vi 

are at on' 



information concerning thermo*t*ticaHy controlled blender, »e* P*I* 321- 








MmnL&§ 







^I'uinlo 






PLATE F6333 



1333 : Shanks' Needle Bath, comprising 3 uprights and ^^^^^ ^ 
A nwpr . ii" ^32 mm ) blender with thermostatic valve, thermometer and n, 

r (25 J^t'ml cSd ^metal supply valves, wall flanges, ^ts dear c>f wall ; 

uprising spray ; separate valve for cold only to spray, shower and upns 



Plate F8333 

diameter 



ference tubes in copper; F71I3 6* (152 mm.) 
iter and non-return valves on inlets with FS321 

jr of wall ; control valves to spray, shower and 

ing spray. Chromium-plated. 



Note.— The ho 



t and cold waters in passing through blender are thermostatically contro 



lied u give the desired tern) tare at the outl< i 



- 



For informatio 



ion concerning thermostatically controlled blender, see page 322. 
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PLATE F5818 
Plate FSB.8: Shanks' "PtanabteW" Apparatus, comprising F5S*S •^J^^^LSSSlA^S^ 





6' 6" (1981 mc 



Approximate Overall Sues of Couch 

Width 

2' 4' (711 iddj.) 



Height from Floor 

1' iO" (559 mm.) 



F4654 •' ! » Lit Closet with " 



p" trap, uo vent, may be supplied instead ef F4653 " PI in his " with " S " trap and vent 
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Shank 



PLATE F5819 



Plate F5819 : Shanks' " Plombieres " Apparatus, comprising F5899 couch, upholstered and covered with Pe I. 

frame and legs in fumed oak, adjustable head and feet rests ; adjustable glass irrigator with stop -cock on outlet, b 
polished mahogany pressure indicator board, rubber connecting pipe from irrigator, thermometer, rubber hose with control 
tap and jet nozzle ; F5896 3-gallon (14 litres) cistern and cover m iron, white porcelain enamelled; F6693 brass valve! 
siphon "New Rotunda " fittings and ball-cock; F4050 white porcelain enamelled iron brackets for budding into wal ; 
F8183 rod with rubber ball-pull and guide ; F5900 1 \» (38 mm.) flush-pipe with uunmetal tap to prov.de continuous supply 
to closet ; F4653 " Plinius "washout closet in white earthenware, bottom outlet, h trap and vent. Fittings chromium- 
plated. 



H 









Length 

6' 6" (1981 mm.) 



Approximate Overall Sizes of Couch 

Width Heighl from Floor 

2' 4" (711 mm.) I-' 10* (559 mm.) 



F4654 "Plinius" Washout Closet with 



a 



P- trap, no vent, may be supplier! instead of F4653 "Hinius" with 'S" nap and v. 
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Ihcnirfe 
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9 











ni | \< ra Uon Avr.u^iT.irnt 






\pp«OXIMATK St*HS 

V | } '," [1562 nun. I 
2' 6 1 (7*V2 unn 
3' 8J* (1*37 iimi i 




si, King ^ ration Arrangement " J 

A |* U" (I 562 "iin | 

d 2' (i* (702 ".in i 



A 
B 



3' 41* (]<>- 1 ' n.n 



PLATE F5820 



Piatt F5820 






f i r 



I 



combined hot and cold Kunmtw "",„ . v. , ~ ^ ; ^ including stanm« 

w . rlp . wheel, dnvmg j>ul U tehijjd^^ , ^ rom , um _ 

..,, „„ rryW \mprenor motor <> r adjust >i< uat. 



PUtc FS821 



N 






ilv- no Whirlpool fitting*. 



<TRAS 







AIR COMPRESSOR AND ELECTRIC 
MOTOR FOR AERATION flTTINGS 



■ 







t.-« I* 



h unii 




ncnim* 







Diagrams ih Whirlpool 

> l Aeration Arrangement 

Approximai i; Sl&ES 
A .r 5" (1041 mm.) 
n 2' 10" (864 ram,) 

C 3' H»" {I 168 mm i 




Shank* 



Showing Aeration Arrangement only 

Approximate Sizes 
A T II" (889 mm.) 
B ¥ 10" (864 mm.) 
C 3' 8-j" {1137 mm.) 



PLATE F5822 



: Shanks' Patent Whirlpool and Aeration Barh for Ann and Leg Treatment, comprising copper bath tinn 
teakwood top and cope ; F5901 !/ (13 mm.) combined hot and cold gunmetal fitting with over-edue n. 



Plate F5822 

inside ; oiled teakwood top ana cope, s v - - >• . . . , , -,, ^ , , . , , . , - kl( 

thermometer ; F5902 \" (13 mm.) combined hot and cold gunmetal fitting with rubber tube supplying local jet ; Fa! 

IF (38 mm.) standing waste and overflow; whirlpool wheel, driving pulley, belt^and electric motor, including in 
switch and aeration fittings. Not including air compressor and compressor motor 

Plate F5823 : Ditto, but with Aeration fittings only, no Whirlpool 



Fittings chromium -phi ted 




EXTRA 

Air compressor and electric motor 




MioiiL 



AIR COMPRESSOR AND ELECTRIC 
MOTOR FOR AERATION FITTINGS 



f 
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Diagrams showing Whirlpool 
and Aeration Arrangement 

Approximate Sizes 

A 3' 5" (1041 mm.) 
B 2' T (660 mm.) 
C 2' 6" (762 mm.) 




Shanks 



Showing Aeration Arrangement only 

Approximate Sizes 

A 3' S* (1041 mm.) 
B 2' T (660 mm.) 
C 2' 4 f (730 mm.) 



PLATE F5824 






< 



i 



Plate F5824 

[wJ!fe »SS "hot"and cold gunmetal fitting with over-edge nozzle J ™™ lc ^\ ££3b| waste and overflow; 
hot and c< gunmetal fitting with rubber tube supplying local jet FS90 3 J*,^^^ fittirigs . No t M«B« ^ 
whirlpool wheel, driving pulley, belt and electric motor including starting switch ana 
compressor and compressor motor. Fittings chromium-plated. 



Plate F5825 : Ditto, but with Aeration fittings only, no Whirlpool 
fittings. 

EXTRA 

Air com pre and electric motor. 



PH. 




MmI|»U> 



AIR COMPRESSOR AND ELECTRIC 
MOTOR FOR AERATION FITTINGS 




O cu 

X a. 
< 
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PLATE F6813 



Plate F6813 : Shanks' Aeration Bath, comprising P276S bath, white porcelain enamelled inside, Minted ouj udi d< bl< 

feet ; F4034 I" (25 mm.) hot and cold gunmetal taps ; F5904 lj" (:« mm.) gunmeta] atr valve with wheel bandli 
and wall flange, connecting pipe to air injection tubes, teafcwood grating to cover pipes ; F4508 2 (51 mm I plug and < h iin 
waste, and F4511 H" (38 mm.) overflow; F4644 head rest. Fittings chromium-plated. 



Length 

6' 1" 

(1854 mm.) 



~ -\ 



Outside Sizes 

Width Height from Floor 

2' 7" 2' 1" 

(788 mm.) (635 mm.) 



_, LSSIDI [ZES 

Len , Width 

5'-. 2*0 

, i : i.) (610 mm ) 



— _ . 




i lopth .«i \\ 


I 


V v 


H m 


mm.) 





EXTRA 

Air compressor and electric motor. 










AIR COMPRESSOR AND ELECTRIC 
MOTOR FOR AERATION FITTINGS 
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PLATE F5827 
hanging p 508 2| (*4 mm.) plug and chain waste. Fittings chromium-plated. 



L« h 
1676 mi.) 



Outside Sizes 

Width 

2' 6" 
(762 mm.) 



Height from Fl< or 
(546 mm.) 



Depth at Waste 

r 7" 

(483 mm.) 



Note. 



r he h , , , M -,v lU ans thr .Ugh blender are thermostatically controlled to give 



the desired temperature at the OU^et 



For information concerning thermostatically controlled blender, see pag 



322. 
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PLATE F8334 




Plate F8334 : Shanks' Mud Bath, comprising F5905 bath in teakwood ; F4027 |" (19 mm.) hot and cold gunmetal taps 
with wall flanges, inlets clear of wall ; F4508 2-A-" (64 mm.) plug and chain waste. Fittings chromium-plated. 



Length 

5' 6" 

(1676 mm.) 



Outside Sizes 
Width 

2' 6" 
(762 mm.) 



Height lroni Floor 

I' 91" 
(546 mm.) 



Depth at Waste 

I' 7" 
(483 rum.) 



EXTRA 

1* (25 mm.) chromium-plated blender with thermostatic valve, rubber 
tube and douche nozzle, and hook for hanging pipe; F5321 | 
(19 mm.) hot and cold gunmetal Laps with wall flanges. 

Note.— The hot and cold waters in passing through blender are thermostatically 
controlled to give the desired temperature at the outlet. 



For information concerning thermostatically controlled blender, see page 322. 




I 



THERMOSTATIC BLENDER 
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PLATE F5828 



Plate F5828 : Shanks' Manipulation Bath, Comprising F1753 iron bath ^J«a?JS?^a!S& lender 
outs.de, detachable legs ; F5321 |- (19 mm.) hot and cold gunmetal taps ^J&QR; . P VsoS 2" 51 mm.) 
I h hemostatic x al thermometer, rubber connecting pipe with open end and ^"JJJJ^ enamelled inside, 
lug and chair and F4511 1 J" (38 mm.) gunmetal overflow ; 2 (51 mm.) painted iron trap, glass ena 

Fitting -plated. 



Length 

I 
i IH29 hid 



Width 



'2' 5 



mm.) 



Height from Floor 

(762 mm.) 



Length 

5' 6" 
(1676 mm.) 



Inside Sizes 
Width 

r it* 

(584 mm.) 



Depth at Waste 



, _ n 



V 5 



(432 mm.) 



Rim 

3" 

(76 mm.) 



Note . . i ,,l water, ,n passing througi blender are thermostatically controlled to give the desired temperature at the outlet. 

For information concerning thermostatically controlled blender, see page 322. 



< 
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PLATE F8335 



Plate F8335 : Shanks' Manipulation Bath, comprising PI7SS iron bath, whin porcelain enamelled 

detachable legs ; F4027 V (19 mm.) hot and cold gunmetal raps with wall flanges, inleta clear of wall I 

plug and chain waste and F451 I IT (38 mm.) overflow ; T (51 mm.) iron trap glass enamelled in "" ''< ' • »« 

flange. Fittings chromium-plated. 



Length 

6' CT 
{1829 rum. J 



Outmnk Sizes s 

Width Height from Floor 



2' 5" 
(73.7 nmi.j 



T 6" 
(762 I urn ) 



I ength 



I \ -in j — s 

Wi'lih I tWa 

v 1 1 ' i v 

(584 ram ' " il I 



•■-• 



EXTRA 

Plate F5B16 douche comprisine \ • mium-plated bl. ider 
with thermostatic valve, rubber tub. and douche 
hook for hanging pipe ; F*32» V 09 mm chromium- plai 
hot and cold gunmetal tip- with wall Bai 

Note.-The hot and cold waters in passing thi i blende) arc therm. Hi • • coi I . 

the desired temperature at the outlet. 

For information concerning thermostatically controlled blender, see page 322 





THERMOSTATIC BlENOE* 
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outside, detachable feet ; F6830 V (25 mm.) hot and cold gunmetal tap 

(19 mm.) hot and cold 

flanges, thermomete 

to bach, inlet screwed for r Iffl mm., ^^'i'^[""'";,l^'bi'^Z^d7oli through' roll, waste knob, - 3" (76 w 



ETiSSfiSZ ^ZShJS&a » ^ «** *-*-** 



Length 

6' 8" 
(2032 mm.) 



Outside Stzes 

Width 

2' 8* 
(813 mm.) 



Heigh I from Floor 

2' 2* 
(660 mm.) 



Length 

6' n" 
(1829 mm.) 



[y siD'S Sizes -. 

Width Depth at Waste 

2' 0* ] ' r 

(61 U mm,) (483 mm.) 



Rim 

4" 

(102 mm.) 



• 

1 



■ • * f • ■ r • 1 * * 



«*••• 

•»<?■ 



- 1 I 






I 



I 1 ■ 









EXTRA 

3* (76 mm.) trap for below floor. 



Note.— The hot and cold waters in passing 



X through blender are thermostatically controlled to give the desired temperature at the outlet 



For information concerning thermostatic*.., controlled Mender, see page 322 
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PLATE F6896 




flai thermomctej outlet from blender screwed for 1" (25 mm.) copper, J* (18 mm.) supply pipe for continuous supply 

to bin It, inlet screwed for 1" (25 mm.) copper; FS906 canvas hammock for fixing to bath; F5911 rod waste with 2" 
(51 rn i outlet to Aoot channel and clip for fixing waste to floor; 1£" (38 mm.) overflow with pipe to floor channel. 
Wot including connecting pipe between blender and supply pipe fitted to bath, floor channel or grating. Fittings chromium- 
tated 



i 



( >i . - 

B13 imu | 



Hi mI ir i Floor 
V V 
(660 ■ 



Li |] \\\ 

[829 mm I 



I n s 1 1 i Sizes 
Width 

(am mm.) 



( >epth at V\ ..-!« 
V V 
(483 rum.) 



Kim 
(102 liim i 



Not*, 



<h blender are thermostatically con tK>llt 'J to pive the desired temperature ij i tin utici 



For information concerning thermostatically controlled blender, see page 322. 
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Se tah l 0f set Xi „ n n f ^ Sh ° Wn " ° ne """""^ Copied in pubHc u,u 
Ihe bath is set on a raised concrete base and disci - into a fto 




PLATE F6897 



Plate F6897 : Shanks' Iron Continuous I low Bath, comprising imn bath, wrt 

outside; F6830 1* (25 mm,) hot and cold gunmetal I I- fixed on roll bath ; 1 

and cold gunmetal blender taps, bottom inlets wall flan is, V M« n r with ihen 

thermometer, outlet from blender screwed for r (25 mm o Pi , M» mmjsiipj pm 

inlet screwed for I* (25 mm.) copper; F5906 canvas \ i for ftxirjj '• bat I I p- 

waste, coupling nut and bent tail to discharge into floor channel ; 1J ; rmn e to l 

iVo* including connecting P*P* hel hlemUr ' ''" r ftited ta a ' * 

chromium -plated. 



Hate 

Number 
F6897 

F6897 
F68S7 



Bath 
Kuril ber 

I 1340 
F2765 
FI753 



L«n til 

6' Oi" 

(1842 mm.) 

(i 854 mm 
6' 0* 

(1829 mm.) 



_ QUTSIDH SfZI 

Width - 

(762 mm.) 

1788 mm. I 
•j S" 



- 
•J 1 ' 

(635 mm 

i ir 

! ITII 



1 1'.' 



I 



Id D 

I II' 



s 

i m 


















Note.— The hot and cold wah-r- in " h U 



C th 



■ i 












the 



Fo 



r information ooncernin, th.rmostati«lly control!* bJ«a4tr. ••• P*f "* 







T -, • < 






"actum.. £§ 
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rr 












The " Duplex " fitting is 
furnished with easily acces- 
sible outside regulators for the 
purpose of adjusting the flow 
i hot and cold waters should 
there be excessive pressures. 




SWIVEL OUTLET PIECE 
WITH TRAP BELOW FLOOR 



- 




PLATE F5836 



Plate F5836 : Shanks' Revolving Iron Bath, comprising F2771 bath, white porcelain enamelled inside ^I^W** 
outside rubbers red wheels, and foot brake ; F5912 V (25 mm.) " Duplex » gunmetal mixing fitting for cold, tepid or hot, 
S;!;,*; ,h,u,rs. o, ated bv loose key, Ion, nozzle for filling bath ; F5913 swivel outlet, 2 (M mm.) trap beW 
floor, vulcanite tig wast€ and overflow, hook for hanging waste, wall buffer. Fittings chromium-plated. 



L< uuilli 
K" <i'" 

(1829 n 



— j s it 1 3 ■ 1 / 1 S 

Width 

2' T 
(787 mui.) 



Height 

*■> mm 

[660 mm.) 



Leiigth 

5' 5" 

(HSM mm.) 



Inside Si/i - 
Width 

2' 0* 

(610 inn..) 



i 'cpth at Waste 

(533 mru.) 



Rim 

St* 

(89 mm. J 







2 






: 










X 






PLATE F5832 




PLATE F5833 



Shanks' baths in white firecla hould be installed where carbonic acid, sulphur, brine and other mineral 
Waters arc u 1. The laze is highly resistant to chemical action. 

Plate F5832 : Comprising Shanks' F2677 fireclay bath, white inside and outside, white fireclay feet ; F4027 l* (25 mm.) 
hot .md cold gun 1 taps, bottom inlets, wall Bang ; F4508 2" (51 mm,) plug and chain waste, F45II H" ('M mm.) 

flow ; 2 (51 mm.) iron trap, glass erj tiled inside. 



Fittings chromium -plated. 



Plate FS833 

gunn i\ 1 v 

m plated 



: Comprising Shanks 1 F2677 fireclay bath, white inside and outside; F4027 1" (25 mi 

., bottom inlets and wall flanges; F45<iS 2' (SI mm.) plug and chain waste with bent outl 
ted 



(25 mm.) hot 
et tail. 



and cold 
Fittings 



Length 
(1890 mo 



Width 

II 

2 
iuu 



Height 
MP 

*8 Hill, j 

98 mm.) 



Length 

v 0- 

{1524 mm.) 
[1076 inn 



M l£ Sl/l 

\N i-lth 

r lu" 

50 mm.) 

1' Hi' 
>>^ mm.) 



Depth at W.. tic 
V h" 

(5(18 mm.) 

1 508 mm ) 



Above Baths are recommended for General Medical use. 
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PLATE F8357 



PLATE F8358 



Hate F8357 . Comprising Shanks F2765 Iron Bath, white porcelain enamelled inside, painted outside, deti 
l-o mm.) Duplex gunmetal mixing fitting operated by loose key, bottom inlet through end of bath fin 
white porcelain enamelled iron casing ; waste operated bv foot pedal, overflow. Fining chromium-plated 



Plate F8358 : Ditto, but mixing fitting and supply unci overflow pipes all enclosed in white porcelain enamelled iron 

casing. 

t Outside Sizes ■ - , [n -r,..i Sim ^ 



Length 

6' r 

(1854 mm.) 



Width 

T 1" 
(787 aim.) 



Height from Floor 

T I" 
(635 mm.) 



Length 

r ■ c * ** 

3 ! 

(!•■ 6 "in 



WMth 

2 0* 

110 mm.) 



Ml* -i Waste 

VT 
(483 m 



Rim 

HA" 

■ 





PLATE F8360 



PLATE F5834 



Plate F8360 : Comprising Shanks' F5962 Iron Bath, white porcelain enamelled inside, painted outside, def ble feet ; 
F6265 1" (25 mm) combined hot and cold gunmetal supply fitting operated by loose key, bortoi.. inlet through end « 
bath; F6266 2" (51 mm.) rod waste operated by loose key and with bent outlet discharging into Boor < nneJ 

including channel or grating. Fittings chromium-plated. 



Plate F5834 : Ditto, but with casing covering supply and waste fittings in white porcelain enamelled iron. 



Length 
(1943 mm.) 



Outside Sizes 

Width 

2'9* 
(838 mm.) 



Height 
from Floor 

MHti mm.) 



Len g t li 

(I67H nun.) 



fssiDi Sin 
Width 

(610 mm 



Depth 
• Waste 

I • 

i « in til I 



Kim 

H 14 mm j 
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PLATE F5833 
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Plate F5838 : Shanks' Pre-natal Treatment Bath, comprising F5915 bath in fireclay, white inside and outside, supported 
on white fireclay pedestals ; F59KS J" (19 mm.) ' 4 Duplex " gunmetal mixing fitting, operated by loose key and fitted with 
outside regulators, for cold or tepid, thermometer, rubber connecting pipe with rose outlet, hook for hanging pipe ; K5917 
2" (51 mm.) outlet. Fittings chromium-plated. Not including discharge pipe, floor channel, grating, or supply pipes to 
Duplex " mixing fitting, 





Overall Sizes 




Length 


Width 


Height 


6' o" (1829 mm. 


2' 6" (762 mm.) 


3' 0" (914 mm.) 





Note. — The " Duplex ,T fitting is furnished with easily accessible outride 
regulators for the purpose of adjusting the flow of the hot and cold 
waters should there be excessive pressures. 



EXTRAS 

supply pipes to floor, chromium-plated 

White porcelain enamelled steel discharge pipe. 



a 
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BATH FOR 



units, 



FE ATU R ES 

Different arrangements of this simple design of 
bath can be installed without dust-collecting 
structural supports, 5 

In single form for against wall ; 
In two units back to back, island form ; 
In ranges of single units or double ' 
island form. 

Rounded formation, objectionable corners elimi- 
nated. 

Correct height : all fittings convenient to 
when sitting. 

Large recesses at back of basin for soap 
sponge. 

Supply fitting for tempered water concealed in 
pedestal operated by foot, or fixed on wall, hand- 
operated, as required. 

tl^-t F8361 : Shanks' Baths for Infants, comprising 
b7bo7 baths and pedestals, placed back to back, in white 
fireclay, shelves at top and recesses for soap and sponge ; 
combined foot action non-concussive fittings for cold or 
tempered water, single inlet nozzles ; access doors ; plug 
and chain wastes and overflows, lead re-sealing traps. 
Fittings chromium-plated. 

Overall width across two baths ,. . 4' 3k" (1308 mm.) 

Inside size of bath 24" x 16" (610 mm. > 406 mm.) 

Height at front ., 2' 3" (686 mm.) 

Height at back 2' 10" (864 mm.) 



n urse 
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PLATE FS361 









PLATE F7735 








PLATE F8362 



Plate F7735 : Shanks' Bath for Infants, comprising F7657 bath and pedestal in white fireclay ; shelf at top and recess 
for soap and sponge ; combined foot action non-concussive fitting for cold or tempered water, s.ngle mlet nozzle ; access 
door; plug and chain waste and overflow, lead re-seahng trap. Fittings chrom. urn-plated. 

Plate F8362 : Ditto, but with \" (13 mm.) " Duplex " mixing fitting for cold or tempered water with wall flange. 



Overall 
Inside 

Height at front 
Height at back 



Sizes 
2' W (698 mm.) wide X 2' IT projection (648 mm.) 

24" X 16" (610 mm. X 406 mm.) 

■ ;;;: :;:: "::. rr^mmm.) 

2' 10" (864 mm.) 



■ > • ■ 



. . . ■ 



. . . . 
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PLATE F8336 



Plate F8336 : Comprising Shanks' F5924 Lavatory for Surgeons, in 
white fireclay; F5930 |" (13 mm.) "Duplex" elbow action mixing 
fitting, for cold, tepid or hot water ; outside regulators, rose outlet and hook 
for hanging waste ; F5934 1|" (38 mm.) vulcanite standing waste and 
overflow ; F4053 white porcelain enamelled iron brackets for building into 
wall. Not including trap. Fittings chromium-plated. 

Plate F8337 : Ditto, but with F5926 H" (38 mm.) knee action plug waste. 

Plate F8338 : Ditto, but with F5927 \\" (38 mm.) knee action vulcanite 
standing waste and overflow. 

Plate F5842 : Ditto, but with F5925 V (13 mm.) lk Duplex " foot action 
mixing fitting with regulators for cold, tepid or hot water, white 
porcelain enamelled iron cover, indicator plate and wall bracket, supply pipe 
with wall clip and rose outlet ; F5926 \\" (38 mm.) knee action plug waste. 

Brackets are made to support basin '1" (51 mm.) clear of wall. 

Approximate Sizes 



Basin overall 

Basin inside (excluding 



S9 2\y (991 mm. - 546 mm.) 
I9i 4 lir (495 mm. 318 mm.) 



"Duple ' mixing lining mav be supplied with anti-splash nozzle instead 
with rose outlet. 



The •■ Duplex " fitting is furnished with easily aceessablfi regulators 
for the purpose <»f adjusting the flow of the hot and cold waters 
should there t • ssive pressures. 



EXTRAS 

FT311 chromium-plated 1 J" (38 mm.) " Esco M "F' trap. Afoi 
including wall flange. 

porcelain enamelled steel discharge pipe to floor channel. 
Supply fitting with c imbined rose mid jet. 




Combined Rose 

and Jet 
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PLATE F8337 

Knee action plug waste 




PLATE F8338 

Knee action standing waste and overflow 





PLATE F5842 

Knee action plug waste and foot action 

mixing fitting 



I 







I*' 
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Anti-splash Nozzle 




PLATE F5843 



PLATE F5844 



Plate F5843 : Comprising Shanks' F5935 Lavatory for Surgeons, in white Vitreous China ; F5928 V (13 mm.) ' Dup: 
foot action mixing fitting with outside regulators, for cold, tepid or hot, with white porcelain enamelled iron cove 
indicator plate and wall bracket ; supply pipe with wall clip and rose outlet ; F5926 \\" (38 mm.) knee action plug waste; 
F4053 white porcelain enamelled iron brackets for building into wall. Not including trap. Fittings chromium-plated. 

Plate F5844 : Ditto, but with F5929 f* (13 mm.) " Duplex " knee action mixing fitting, with indicator plate and 
outside regulators, for cold, tepid or hot, supply pipe with wall clip and rose outlet. 








Brackets are made to support lavatory 2" (51 mm.) dear of wall. 






Approximate Sizes 



Basin overall .... 

Basin inside (excluding recess) 






. : . - 



. . . - 



. . - - 



. . _ - 



28**21" (711 mm. x 533 mm.) 
23i"xl5i" (597 mm. x 394 mm.) 



ii 



Anti-splash nozzle to basin may be supplied instead of rose outlet. 




Tho " Dnnlcx " rutins is furnished with easily accessible outside 
regulators for the purposeof adjust.,,, the flow of the hot and cold 



waters should there be excessive pressures. 

EXTRAS 

F731I chromium -plated U" {38 mm.) " Esco 
including wall flange. 

Supply fitting with combined rose and jet. 



[ * 



" P " trap. A 



Combined Rose 
and Jet 
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PLATE F5846 

Plate F5846 : ring shanks 1 1 1933 Lavatory for Surgeons, in white 

I I* (13 • "Duplex" elbow MLtion mixing fitting 

i«»r cold, tepid <m hot, outside regulato and rose outlet; FS934 vulcanil 

w.i nd nvcrllow, outlet 1A' (38 nun.), book for hanging wast* ; F40S3 

I Lun enamelled iron bi for building into wall. Not including 

1 jt tings chromi tared. 

Plate F8342 I D but with F5926 knee action chromium-plsted plug waste. 

Plate F8343 : hut with I 27 ee St >n chrocn n-i Luvl iitting with 

alt ing v ;c and overflow. 



Arr linn - /• 



V< - 

105 ii j ii 










* may be *uj <1 with mti-tpU& uotzte « - 1 • a<t 









lv»r 
Ihr 
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w ilh ea» Ir r 

k' Ibr fl -w oi the h"l *u<\ f Id w |bi 
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Combined Ro« 
and let 



i -omjuro -pUiat l|" 

rwiWain mar 
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EXTRAS 

(38 raro l ■ I top, imdxdimt 

hkrge pipr tioor channel. 




"Duplex" mixing fttctng 
with anti- splash nozzle 








PLATE F8342 

Knee action ptug waste 





PLATE F8343 

Knee actio" standing waste »nd overflow 
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PLATE F8344 



Plate F8344 ; Comprising Shanks' F5924 Lavatory for Surgeons, in white fin J 71 ; mn D 

elbow action mixing fitting for cold, tepid or hot, outside regulators and rose outlet, with supply ei to 
and floor flanges ; F5934 1£" (38 mm.) vulcanite standing waste and overflow, book Tor hanging wa F 

supporting lavatory, with Moor flanges. .Vert including trap. Fimngs chromium-i J. 



Affr u Sizi 



; . -in overall 

i; .-in iiiM(l<- !t-v< luding reces 






9\" x I2J' 



I 

U ~ 




Combined Rose 
and Jet 



'• Dupl« ing fitting n • be -nii h n e u 

The "Duplex" 6tl is famished with easil i 

id justing the ft >w ' • ■ 
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PLATE F5851 



Plate F5852 : Comprising Shanks' FS938 
Lava tor v for Surgeons, in white Vitreous China ; 
F6899 V (13 mm.) "Duplex" elbow action 
mixing fitting for cold, tepid or hot, out- 
side regulating devices, anti-splash nozzle and 
hook for hanging waste ; F5934 vulcanite 
standing waste and overflow, outlet 1$' J (38 mm.) ; 
F4053 white porcelain enamelled iron brackets 
for building into wall. Not including trap. 
Fittings chromium-plated. 

Brackets are made to support lavatory 2 r (51 mm.) clear of 
wall. 

Approximate Sizes 

Basin inside 
Overall (excluding recess) 

24"xl9" ]6 ff Xlir 

(610 mm. X 483 mm.) (406 mm. x 292 mm.) 

27*x2d" 19"xl2" 

(686 mm. x §08 mm.) [4 $3 com. x 305 mm.) 



" Duplex " mixing fitting is fur- 
nished with easily accessible outside 
regulators for the purpose of adjust- 
ing the flow of the hot and cold 
waters should there be excessive 
pressures. 




" Duplex " fitting may be supplied 
with rose outlet instead of anti- 
splash nozzle. 



Combined Rose 
and Jet 



EXTRAS to Plate F5852 

F5927 Knee-action chromium-plated luting with vulcanite 
standing waste and overflow (for illustration see page 
350). Not. including trap. 

F5926 Knee-action chromium-pl a ted plug waste (for 
illustration see page 350). Not iwluding trap. 

White porcelain enamelled steel discharge pipe to floor 
channel. 

" Duplex " fitting with combined rose and jet. 



i 

f 




Plate F585! : Comprising Shanks' F5937 
Lavatory for Surgeons, with overflow, in white 
Vitreous China; F4034 |" (13 mm.) hot and 
cold taps; F1123 H" (38 mm.) plug and 

F4584 white porcelain enamelled 

including trap. Fittings 



chain waste ; 

iron brackets- Not 

chromium-plated. 



Shanks 



Brackets are made to support lavatory- 2" (51 mm.) clear of 
wall. 

Approximate Sizes 

Basin inside 
Overall {excluding recess) 

24-X19" * '* 

(610 mm. x483 mm. 

27*X20* 19" xl2" 

(686 mm. 508 mm.) (483 mm. x 305 mm ) 



16* X 111 
(406 mm. x 292 mm.) 




PLATE F5852 



EXTRA to Lavatories on this page 

F7311 chromium -plated \V (38 mm.) " Esco M " P " trap. Nat imhdmg wall flange 
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PLATE F8355 

{U.K. Registered Design) 



FEATURES— PLATE F7728 

Combined lavatory and cupboard. 

Combination supply fitting with two supply 
nozzles — one for supplying lavatory, the other 
made to swivel for supplying portable hand basin. 

Swivel nozzle when in use cuts off supply to basin. 

Pull-out shelf for supporting portable hand basin. 

Portable hand basin being filled from outside 
lavatory basin obviates chance of breakage. 

Plate F7728 : Comprising Shanks' Ward Lavatory, in 
white Vitreous China; F8370 \" (13 mm.) combined 
fitting with two supply nozzles, one with swivel ; 
plug and chain waste ; white enamelled wood stand with 
pull-out shelf and cupboard with doors. Fittings chromium- 
plated. 

EXTRA 

White Vitrolite or Opal splash back with glass shelf and 

brackets. 

Approximate Sizes 



Overall 

25" x 1 8" 

(559 mm. x457 mm.) 

27" x 1 9" 

mm. x 483 nam.) 



Basin inside 

2or x ior 

(521 mm. X 267 mm.) 

22" X 1 W 
(559 mm. X 292 mm.) 



two 



FEATURES— PLATE F8355 

Circular formation enables the user to approach 
the basin from two sides and front, and 
eliminates all awkward corners. 
Anti-splash rim. 

Stepped arrangement at back provides __ 
large trays and elevated position for supply 
fitting : trays made to dram into basin. 

Hook on rose arm for hanging standing waste 
when not in use. 

Supply and waste pipes concealed in pedestal. 

Access door behind pedestal. 

Secret fixing for securing pedestal to lloor. 

Plate F8355 : Comprising Shanks' F 
Pedestal Lavatory in white Vitreous China 
splash rim; F8359 £" (13 mm.) I i haj d 
combined supply fitting with swan neck and rose 
outlet with hook for hanging waste ; suppk pipes 
floor ; vulcanite standing waste and overflow ; ,: Esco " 
trap and pipe to floor. Fittings chromium- plated. 

Approximate Sizes 

Overall 30^ p^3 mm.) diameter 

Basin inside (not including rcressj 26" x Jtfi" (660 mm. > -170 inn 

Supply fitting may be supplied with anti-splash »■■ i ..i 

rose outlet, 

EXTRA 

Supply fitting with combined rose and jet. 
For Illustration see page 352. 






PLATE F7728 




353 




■ 




Thedk§ 



' 



i 








■ 







PLATE F8345 



PLATE F8346 
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Plate F8345 : Comprising Shanks' F8365 Dental 
Lavatory, in white Vitreous China ; F8366 §■* (13 
mm.) supply tap, regulating device and jet ; F8367 
V (13 mm.) supply tap to flushing rim ; \y (32 mm.) 
outlet grating ; F8368 white porcelain enamelled 
iron bracket for screwing to wall . Fittings chromium- 
plated. 



Plate F8346 : Comprising Shanks' F8365 Dental 
Lavatory, in white Vitreous China ; F8369 \" (13 
mm.) supply tap, regulating device, swan neck with 
anti-splash nozzle ; F8367 £" (13 mm.) supply tap 
to flushing rim; \\" (32 mm.) outlet grating; 
F8368 white porcelain enamelled iron bracket for 
screwing to wall. Fittings chromium-plated. 



I 



. . . 



Overall 
Basin inside 
Height of back 



. . . . 



. . . . 



Approximate Sizes 

12]" x 12" (324 mm. X 305 mm. 

9 J" x T (241 mm. x 178 mm. 
* 5* (127 mm.) 
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Shanks 



PLATE F690Q 



Plate F6900 : Comprising Shanks' F6901 Trough Lavatory for Surgeons, with soap 
sinkings, in white fireclay; F6899 \ H (13 mm.) " Duplex ;" elbow action mixing 
fitting for cold, tepid or hot water, outside regulators and anti-splash nozzle ; Fo940 
vulcanite standing waste and overflow, outlet 1 \" (38 mm.) ; F6902 white porcelain enamelled 
iron brackets for screwing to wall. Not including trap. Fittings chromium-plated. 

Approximate Outside Sizes of Trough 
Length Width Depth 



2'4" 
(711 mm.) 



V IV 
(49o mm,) 




Combined Rose 
and Jet 





U" 
(279 mm.) 



The anti-splash nozzle is placed on the angle and the inside of trough shaped 
to prevent splashing (see section). 

Brackets are made to support lavatory T (51 mm/) clear of wall. 

" Duplex " mixing fitting is furnished with easily accessible out>ide regulate] 
for the purpose'of adjustfagr the How of hot and cold waters should there be 
excessive pressures. 

The "Duplex" fitting may be supplied with rose outlet instead of anti-splash 
nozzle. 

EXTRAS 

Chromium-plated F73II H" (38 mm ) " Bseo " P 

trap, with or without vent, hoi including wall [hinge. 
" Duplex " lit ling with combined rose and jet. 
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PLATE F6903 (for two persons) 
PLATE F6904 (for three persons) 



4 ■ 



Shanks' Trough Lavatory for Surgeons, in white fireclay; F6S99 V (13 mm .) '* Duplex " elbow action mixing 
fittings for cold, tepid or hot water, outside regulators and anti-splash nozzles; 2" (51 mm.) flanged outlet piece 
bolted to underside of lavatory ; F6902 white porcelain enamelled iron brackets for screwing to wall. Not including trap. 
Fittings chromium-plated. 



Approximate Outside Sizes of Trough 



Plate F6903 



Piate F6904 






Length 

(1220 m in.) 

5' 6" 

(1676 mn 



Width 

V ik" 

(-196 ram.) 

r 7i" 
(496 mtn.) 



Depth 

ir 

(279 mm.) 

11" 
(279 mm.) 



The anti-splash nozzles are placed on the angle and the inside of trough shaped to prevent splashing 
(see section). 

Bra re made to support lavatory 2" (51 mm.) clear of wall. 




The " Duplex " fitting is furnished with easily accessible outside 
regulators for the purpose ot adjusting the flow of hot and 
cold water? should there be excessive pressures. 



Combined Rose 
and Jet 



The " Duplex " fitting may be supplied with rose outlet instead 
of anti-splash nozzle. 



EXTRAS 

Chromium-plated 17311 2* (51 mm.) "Esc©." *' P 

trap, with or without vent. Not including nail flange. 
" Duplex ' lilting with combined rose and iet. 




CROSS SECTION 
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PLATE F5853 



Plate F5854 : Comprising Shanks' F5939 
" Operating Theatre " Sink, in white fireclay ; 
l\" (38 mm.) vulcanite standing waste and over- 
flow, operated by knee action lever ; F4053 
painted iron brackets for building into wall. 
Not including supply fining or discharge pipe to 
floor channel. Waste fittings chromium-plated. 

Approximate Overall Sizes 
33" x 20" x 12" (838 mm. x508 mm. 305 mm.) 

EXTRAS 

Brackets white porcelain enamelled. 

White porcelain enamelled steeJ discharge pipe. 

F4891 A" {13 mm.) or j" (19 mm.) chromium-plated 

combined fitting with elbow action levers and supply 

pipes to wall. 



Plate FS853 : Comprising Shanks' I J39 
Hospital Sink, in white fireclay ; F5940 Mil 
standing waste and overflow, outlet 1 V (38 n 
F483o painred iron brackets for screwing to all. 
I)ot including sup fly fitting or trap. Waste 

fittings chromium- pi t ted. 

Note.— Sink may be supplied with ROSS ! s for 

building into wall. 

Approximate 0\ brali 
33* <20* 12" (838 mm 50 1 id 



! irackel • wfeite porcelain enamelled 
F4040 r (n mm.) or | n» mm.) rl ,, 
combined fitting with supply pipi to \ 

hanging waste. 
F7311 Chromium-plated I J" (38 mm i " I 
Not including lunge, 




PLATE F5854 
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PLATE F8347 



Plate F8347 : Comprising Shanks' F8407 Hospital Sink, in white fireclay, with teakwood inset on front rim ; F4521 1£" 
(38 mm.) plug and chain waste ; F4SS4 painted iron legs with stays to wall. Not including supply fitting or trap. Waste 
fittings chromium-plated. 

Approximate Overall S12ES 
30" x 18" x 10" (762 mm. x 457 mm. x 254 mm.) 

Sink may be supplied with overflow at right or left hand, as desired. Hand should be stated when ordering. 

EXTRAS 

Legs white porcelain enamelled. 

F4B91 \' (13 mm.) or %' (« 9 mm.) chromium-plated combined fitting with elbow action levers. 

F7311 chromium-plated U" (38 mm.) " Esco " " P " trap. Not including wall flange. 
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PLATE F5855 



Plate F58S5 : C om| iru anks" I II2H H m white 

white vitrolitc I H (203 mm I I l •« ! '«J 

fralr, vitroliu shit t supportt V\ i^'. httmir woni >!u? 
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Plug and chain waste 



Shank 



PLATE F5856 




Vulcanite standing 
waste and overflow 



Plate F5857 : Comprising Shanks' F6228 Flat 
Rim Sink, in white Vitreous China ; F6229 H" 
(3S mm.) vulcanite standing waste and overflow 
at end with hook ; F4835 painted iron brackets 
for screwing to wall. Not including supply taps 
or trap. Waste fittings chromium-plated. 



Approximate Overall Sizes 
24" X 3 8" 10" (610 mm. X 457 mm. 254 mm.) 



Plate F5856 : Comprising Shanks* F6227 Flat 
Rim Sink, in white Vitreous China with outlet and 
weir overflow at end ; F4521 IV (38 mm.) plug and 
chain waste ; F4835 painted iron brackets for 
screwing to wall. Not including supply taps or trap. 
Waste fittings chromium-plated. 



Approximate Overall Sizes 
24" IS" X 10" (610 mm. x 457 mm. x 254 mm.) 




PLATE F5857 



EXTRAS to Sinks on this page 

Brackets white porcelain enamelled 

F4027 4" (13 mm.) chromium -plated taps with inlets clear of wait. 

F7311 chromium-plated IT 1% mm.) vt Esco " " P " trap. Sot including wall flange. 
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PLATES F8399, F8400 and F8401 



Plate F3399: Comprising Shanks' E8408 Com- 
bined Mackintosh and Slop Sink, in white fireclay, 
teakwood inset, portable grating, painted iron e£ 
with stay to wall - F5896 S^gallon (14 litres) cistern 

and cover in iron, glass enamelled insi and painted 
outside; F6693 brass valveless siphon M \e 
Rotunda 5 ' fittings and ball-cock- F4051 painted 
iron cistern brackets ; F8183 rod h rubber ball 
pull and guide ; F2930 i£* (38 mm.) galvani d steel 
flush-pipe and clip. Not indudin • nbined . f v 
f tiling and hands pray. Fittings chromium- lated 

Plate F8400 : Ditto, but cstem md bra< ts 
white porcelain enamelled, flush- and 

chromium-plated brass, and leg white parcel 
enamelled. 

Plate F8401 : Ditto, but with F6812 cisl in 

white fireclay, with white porcelain enamelled *n 
cover, cistern and leg white porcelain enamelled 
and flush-pipe and clip in chromium-plated bra 



\ppro\im \n i.i. Sizes of Sn 












Length 

Projection 

Depth 

l )».■( Hi, including ba< k 

Height of sink from il""r 

A l 1 1 "i it 
\t back 









■ 



■ 















m i i24 mm.) 
22 (559 ' 

v (229 mm i 

15* (381 mm.) 

29* (737 mm i 
35" (889 13 



Note,— {a) Unless .otherwise ordered, slop ink suj »lied with 
" P " trap, no vent (as illustrated), but may be 

with " § " t r.i f > with voii 
Full details of traps and vents to be stated when ordering. 

(6) Unless otherwise ordi I, sink is supplied to suit 
I > -t t -hand corner (as illustt lie ; 




Note.— Uhi i n r 1 1 . 
plied w 

cover 




F6250 Cistern 
with sloping cover 



EXTRAS 

F6271 i" (13 mm.) < hrornium-plated combim I supply fitting with detachable 

rubber tube, handspray, and wall clip. 
Cistern fitted with F8255 " Zenith " silent acting ball-cock, recommended when 

supply comes direct from pressure main. 
P6251 small chromium-plated portable grating to fit into outlet inside slop sink. 
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PJate F8348 : Comprising Shanks' 
Combined Slop and Washup Sinks, 
in white fireclay ; slop sink with 
teakwood inset and hinged grating 
with rubber buffers ; F4884 painted 
iron legs with stays to wall ; white 
fireclay drainer with painted iron 
leg with stay to wall ; brass waste 
pipe between sink and slop sink ; 
F5896 3-gallon (14 litres) cistern 
and cover in iron, glass enamelled 
inside and painted outside ; F6693 
brass valveless siphon " New 
Rotunda " fittings, ball-cock, F4051 
painted iron brackets, and F8181 
chain with rubber ball pull and 
nng guide; F2930 U" (38 mm.) 
galvanized steel flush-pipe and clip. 
Not including combined fitting or 
taps. Fittings chromium-plated. 



Plate F8349 : Ditto, but with 
cistern and cistern brackets white 
porcelain enamelled, and flush-pipe 
and clip in chromium-plated brass ; 
legs for sink and drainer white 
porcelain enamelled. 



Plate F8350 : Ditto, but with 
F6812 3-gallon (14 litres) white 
fireclay cistern with white porcelain 
enamelled iron cover and brackets, 
flush-pipe and clip in chromium- 
plated brass ; legs for drainer and 
sink white porcelain enamelled. 




PLATES F8348, F8349 and F8350 



rt5 



Approximate Sizes 

Overall Length 6' 11' (2108 mm.) Overall Projection V 9" (533 mm.) 

Drainer overall - - - 44 w xl8"x 6" (1118 mm. X 457 mm. > 152 aim.) 

ink overall - - - 24" X 18" X 10" (610 mm. X457 mm. x254 mm.) 

Slop Sink overall - - - 1 8* x 1 9* x 20" (457 mm. X 483 mm. X 508 mm.) 



Note.— 



Unless otherwise • 1 slop sink is supplied with *' S" trap with vent, but may be supplied 

with " P " trap, no vent. 

Full details of traps and vents to be stated when ordering. 

Slop sink may be supplied, it desired, at right hand o£ washup sink {i.e., opposite hand to illustration). 



o-o* 



EXTRAS 

F4027 A" (13 mm.) or \" (19 mm.) chromium-plated taps 
with inlet clear of wall. 

F8406 V (13 mm.) or |* (19 mm.) chromium-plated 
combined supply fitting with swivel nozzle, wall flanges, 
inlets clear of wall 

Cistern fitted with F82S5 " Zenith ** silent-acting ball-cock, 
recommended when supply comes direct from pressure main. 

F6251 *mall chromium- { J portable grating to fit into 

outlet inside slop sink. 
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PLATE F7453 



Plate F7453 



l Comprising: Shanks' F83(S4 Combined Mackintosh and Slop Sink, m white fin . wi 
supplv tap to urine bottle jet and white porcelain enamelled iron trap ; white porcelain enamelled i 
into wall ; FS896 ^-gallon (14 litres) cistern and cover in white porcelain enamelled iron ; I rasa 

'" New Rotunda'' fittings and ball-cock; F4050 white porcelain enamelled iron brack r b II 

rod pull with rubber ball and uuidc : brass flush-pipe and clip. Afel including draw -off taps. I 
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EXTRAS 
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Plate F6905 : Comprising Shanks' F6908 « Projector " Slop Sink m 
white fireclav, with " P " trap, no vent, teakwood inset on nm, brass 
hinged K ranng with rubber buffers ; F4055 white poreela.n ename lied 
fron brackets "for building into wall F5896 3-ga Ion (14 litres) , cistern 
m iron, elass enamelled inside and painted outside; FW brass 
■ 1 veSs siphon - New Rotunda " fittings and ball-cock ; F40o0 painted 
n bracked for building into wall ; F8182 brass chain with rubber bal 
pull; F6255 l|* (38 mm.) galvanized steel flush-pipe and clip. A«< 
including laps. Fittings chromium-plated. 



Plate F6906 : Ditto, but cistern and brackets, and brackets for slop 
nk, white porcelain enamelled and flush pipe and clip in chromium- 
plated brass. 



Plate F6907 : Ditto, but with F6812 cistern in white fireclav. with 
white porcelain enamelled iron coyer, brackets white porcelain enamelled, 
and flush-pipe ip in chromium-plated brass. 




F6252 




F*252 Stwon 



m 






F6252 Slop Sink in white fireclay, 
with block for building into wall, 
may be supplied instead of F69(«s 
^lop sink. 




F6250 cistern wich sloping cover 



Note. i m I supplied wil h 

I J: Si I. 



|\1V« I 691 'S 

\* , 221' 571 mm | 

\9\' 195 01! 

irting \H' 4^7 mo 
4" (102 n.T. 




PLATES F6905, F6906 and F6907 



P62S2 

IS' (4 57 mn 

l' (495 in ru J 

is' 4 7" mm ' 

4" i 102 rim 










EXTRAS 

1 4 - i }~ 19 nou t and cold chrori plat 

14 wall. 

ed wil ecotti- 

i pfriy com- Iron* prefc>ure 

nun iiall i let 

II 



F690$— Section 




F6752 Pit* 



£6906— Ptm 
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PLATE F8109 

(U.K. Registered Design.) 
Bed-pan Washer for fixing on face of wall. Door open 



i 



The "Neosan" method of cleansing and sterilising bed-pan 
and urine bottles renders a disagreeable task unobjectionabl 

All splashing avoided. 

Fumes reduced to a minimum— washer vented to 
open air. 

No danger of flooding or scalding— a safety devk 



prevents washer functioning till door is closed. 

Easily actuated mechanism for opening and closing 
door and operating the flush. 

May be supplied to take any regular type of bed-pan, 
excluding slipper pans. 

May have cold and hot water flush or alu rnatively 
cold water flush and steam supply for st< I in| 

Equipped to take one bed-pan and two urine bottli 
but an alternative form, of less projection from dl, 
to accommodate bed-pan only, may also be supplii d. 

Type of bed-pan to be used should be stated when 
ordering. 

Strongly made in best materials by skilled craftsmi n, 

Plate F81 09: Shanks 4 Vl Neosan " Bed-Pan and Urine 
Bottle Washer, comprising sheet metal container ; bras 
frame and hinged door with foot action mechanism ; lever- 
handled self-closing supply valves for hot and cold water, or 
alternatively cold water and steam ; automatic safety cut-off 
valves ; tinned copper connecting pipes ; vent connection ; 
one bed-pan and two urine bottle jets ; sheet metal shield 
enclosing container, valves and pipes ; white porcelain 
enamelled iron {< P M trap discharging to right hand side as 
shown, to left hand or through back wall. Chromium-phi i d. 

Plate F8110 : Ditto, but with bed-pan jet only, urine bottli 
jets omitted. 

" S '* trap may also be supplied for discharging to right or l*-it had I inly 

Full details of traps to be stated when ordering. 




U*" 



V-AV-2. 

4I9M.M. 
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PLATE F8109 



PLATES F8109and F8110 



PLATE F8110 



Bed*pan Washer for fixing on face 
of wall. Door sbuc 
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The 



Neosan 



method of cleansing and sterilising bed-pan 
and urine bottles renders a disagreeable task unobjectionable 

All splashing avoided. 

Fumes reduced to a minimum — washer vented to open air. 

No danger of flooding or scalding— a safety device prevents 
washer functioning till door is closed. 

Easily actuated mechanism for opening and closing door 
and operating the flush. 

May be supplied to take any regular type of bed-pan, 
excluding slipper pans. 

May have cold and hot water flush or alternatively cold 
water flush and steam supply for sterilising. 

Equipoed to take one bed-pan and two urine bottles, but 
an alternative form, to accommodate bed-pan only, 
may also be supplied. 

Type of bed-pan to be used should be stated when ordering. 
Strongly made in best materials by skilled craftsmen. 





Shank 




PLATE F8353 

{U.K. Registered Design.) 
Bed-pan Washer built into wall. Door open 




jb 



F-IOW 



585M.M 



Plate F8353 : Shanks' " Neosan " Bed-pan and Urine Bottle 
Washer, for building into wall, comprising sheet metal container ; 
brass frame and hinged door with foot action mechanism ; lever- 
handled self-closing supply valves for hot and cold water, or 
alternativelv cold water and steam ; automatic safety cut-off valves ; 
tinned copper connecting pipes ; vent connection ; one bed-pan 
and two urine bottle jets ; white porcelain enamelled iron " P " 
trap discharging through back wall or to right or left hand. Chromium- 
plated. 



Plate F8354 

omitted. 



Ditto, but with bed-pan jet only, urine bottle jets 



" S " trap may also be supplied. 



Full details of traps to be stated when ordering. 



419M.M 
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F8353 



F8353 and F8354 



F8354 



Bed-pan Washer built into wall 

Door shut 
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BED-PAN DRYING RACKS 










F8402 — Chromium-Plated Bed-pan rack — non-circulating type 



Slmnk 



■--. 




F8403— Chromium-plated Bed-pan rack— circulating type 
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F8404 — Chromium-plated Bed-pan rack — circulating type 
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F8405— Chromium-plated Combined bed-pan and urine bottle rack— circulating type 

Racks are made to different dimensions— particulars on application. 
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PLATES F5862, F5863, F5864 




Iheimlks 





^li<inL 



F6250 Cistern 
with sloping cover 



F6256 " Eureka 
Mixing Fitting 



r r 





F4887 Drainer 



F6258 Portable Grating 



•Cistern may be supplied with sloping over as F625U 



JX OUIIUIJI.U liHU wan d? i i*. j^. 

separate white porcelain enamelled iron trap, as Fig. C, 



Note. UIMCMI Uiay ^C SU^IICU WILU =M«^pillg, WVC* OO * ww-v. 

Sink may be supplied with white porcelain enamelled iron legs and stays to wall, instead 

of brackets. 
Nnk may be supplied with blork for building into wall as Fi^. B. 
26" < 23" Sink may be supplied with separate white porcelain ename 
instead of fireclay. 

Iron trap mav be supplied in three forms : — 

" P " trap, no vent ; 
" S " trap, no vent ; 
" S" trap, with vent. 

This trap may be set so that outlet discharges at back or to right or left as desired. 

Full details of traps and vents to be stated when ordering. 

Plate F5862 : Comprising Shanks' F6253 Bed-pan Sink and " P " 
trap (no vent), in one piece of white fireclay ; F4053 white porcelain 
enamelled iron brackets for building into wall, sink 2" (51 mm.) clear 
of wall, as Fig. A; F6254 V (1-3 mm.) lever-handled combined 
supplv fitting for cold water only with connecting pipes to bed-pan and 
urine 'bottle jets ; F5896 3-gallon (14 litres) cistern and cover in iron, 
glass enamelled inside and painted outside ; F6693 brass valveless siphon 
'' New Rotunda'* fittings and ball-cock; F4050 painted iron brackets 
for building into wall ; rod pull with rubber ball and ring guide ; F6255 
1J" (38 mm.) galvanized steel flush-pipe and clip. Not including 
draw-off tap. Fittings chromium -plated. 

Plate F5863 : Ditto, but with cistern and cistern brackets white 
porcelain enamelled, and flush-pipe and clip in chromium-plated brass. 

Plate F5864 : Ditto, but with F6812 3-gallon (14 litres) cistern in 
white fireclay, with white porcelain enamelled iron cover ; F4050 white 
porcelain enamelled iron brackets for building into wall ; flush-pipe 
and clip in chromium-plated brass. 

Approximate Overall Sizes of Sink 



Width 
26" (66d mm.) 
24* (610 mm.) 



Bark to front. 
23" (584 mmj 
18" (457 mm.) 



EXTRAS 



F4522 i* (13 mm.) or 3" (19 mm.) chromium-plated levef-bandled draw-off tap for cold water. 

F6256 | w (13 mm.) chromium-plated "Eureka" mixing fitting for hot and cold to bed-pan and unn 



r ( 

bottle jets. 
Cistern fitted with F8255 "Zenith" silent-acting ball-cock, recommended when supply comes direct 

from pressure main. 
S258 <-hromium-plated portable grating for resting on sink 
1887 3G"xl8* (762 mm. x 457 mm.) drainer in white nr< 

iron brackf r building into wall. 



fireclay, with F4053 white porcelain enamell- 




Showing urine bottle 
and bed- pan lets 






F.g. A 
Showing iron brackets. Sink 
2" (51 mm.) clear of wall 



Fig. B 
Showing block for 
building into wall 



Fig. C 
Showing porcelain enamelled 
iron " P " or " S " trap 
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Sf? T? : Com P nsin g Shanks' F6253 Bed-pan Sink and " P " Tran 
(no vent) in one piece of white fireclay ; F4053 white porcelain enamelled 
iron brackets for building into wall ■ F6257 V (13 mm^sel -dos?nTn n 
concuss, ve supply valves for cold water only! opera""b\ ,. vanned" re n 
3 ?alIon e n 4 W f> ™*?*«* ^ *> ^d-pan and unne bottle jets ^FsB! 
Pa!^ ed OL ttiif eS Ffi C rQ'!T and TT m ir ° n ' ^' aSS «namelkd inside and 

ffcock F4<)40 S raSS V u Vel ? SS S, ? h0n XeW Romnda " fittin ^ ! 

ball-cock, F40d0 painted iron brackets tor building into wall, weighted 

A™?, J A i 1^ m - } ^Ivanized steel flush pipe and clip. Not including 
draw-off tap. Fittings chromium -plated. 

£!f*f if 5 . 866 I a Di "°>. but ci ^ern and cistern brackets white porcelain 

enamelled and flush pipe and clip in chromium-plated brass. 

Approximwi OvbkaU. Sizes of Sink 
Width. B,i<k to front. 

•26" (66<i Him.) 28* I.vn4 nan.) 

24" [610 mm.) 18* [457 mm.) 

Note.— Cistern m.iy b< iupplie 1 with sloping cover as Ffi'250, pagi 86?, 

Sink may be supplied with white porcelain enamelled iron tegs and stays to wall, in I 

or or tic kg is* 

26* x 23" Sink mny bi.- ^nppii»-^i with ^parate white porcelain enamelled iron ti Das li - 
page 368, instead ot fireclay. 

Iron trap may be supplied in throe forms: — 

"P " l cap, no vrnl ; 
" S " trap, no ven t ; 
" S" trap, utili vent 

This trap may be sat so that outlet discharges at bark or to right ot left as d< [ted. 

Full details of traps and vents to be stated when ordering. 






Showing urine bottle 
and bed-pan jets 



Showing iron brackets 
Sink 2 (51 mm.) clear of wa 





F6258 Portable Grating 



E5HQB 



F4487 Drainer 










PLATES F5865 and F5866 



EXTRAS 
F4522 ¥ (13 mm. or |* r 1 9 mnu • rum-plat ! lex 

draw-off tap for - ■ Id w iter 

Ci i. rn fitted with F8255 Hi " ting ball 

when supply oom< - ttrect Prom pi 
l 6258 < hromnmi-pi.'L' d p Me King for resting on -ink 

I '4g87 30 is" f762 mm. • 457 mi ! fa white fii with i ' 

white porcelain enamelled iron br -?t. 
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Plate F5867 : Comprising Shanks' F6253 Bed-pan 
Sink and " P " Trap (no vent), in one piece of white 
fireclay ; F4053 white porcelain enamelled iron 
brackets for building into wall, sink 2" (Si mm.) 
clear of wall; F5321 \" (13 mm.) gunmetal tap 
for cold water only, with connecting pipe to 
bed-pan jet; F6272 V (« mm.) tap for 

ccld water with swivel swan neck discharge; 
F5896 3-gaIlon (14 litres) cistern and cover in 
iron, glass enamelled inside and painted outside; 
F6693 brass valveless siphon " New Rotunda 
fittings and ball-cock ; F4050 painted iron brackets 
for building into wall; F8183 rod with rubber 
ball pull and ring guide; F6255 l* (38 mm.) 
-dvanized steel flush-pipe and clip. Not including 
drainer. Fittings chromium-plated. 

Plate F5868 : Ditto, but with cistern and cistern 
brackets white porcelain enamelled and flush-pipe 
and clip in chromium-plated brass. 

Plate F5869 : Ditto, but with F6812 3-gallon 

14 litres) cistern in white fireclay, With white 

porcelain enamelled iron cover ; F4050 white 

porcelain enamelled iron brackets for building into 

ill ; Hash-pipe and clip in chromium-plated brass. 

API iail Q\ i i- Sizes of Sink 

(Not including drainer) 

V 'h Back to front. 

i mm. i ::> [584 mm,) 

2 A in mm I ) »^7 mm.) 




* 



I 



F6250 Cistern with sloping cover 

Note. — Ci n en supplied with sloping to £50. 

U ,; ih white poi i enamelled iron 

II. i tad of 1 

Sink i be pplied with separate white porcelain 

traj -;ad of nreclaj 

Iron l plied in three forms : — 

sp. n ■ i ■ \ 

"S 1 u ii .Mth vent. 

i i • ma- i iq ' outl< i lischa >i back or 

i left as di -•!• i i. 

Full details of trap* and vents to be stated when ordering. 




PLATES F5867, F5868 and F5869 







F6258 Portable Grating 

EXTRAS 

era fitted witl aith '• silent- g b. k, 

tr, »r > din i I i pre 

man 

i < hromium-pla* r r**tin£ on - 

to' 7i 457 mm seta 

ii enamelled ket 

i to w.iii. 




Showing 
bed-pan jet 





Showing Iron brackets 
Sink 2" (51 mm i clear of wa'l 



Showing porcelain enamelled 
iron"P" or"S" irap 
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PLATES F5873, F587-4 and F5875 



F6250 Cistern 
with sloping cover 

Note.-. era i i d 

with t 

Small -!•'■ siut |, <«• [ n 

edge, larg< with 

Unless otherv . j 

supplied with ' 
-i I -.-ft Ji i 

may be supp t b« 

Sink may b« ■ i 
porcelain en 

and slays to wall, in I 

brackets. 

Sink id. iv be supplic te 

while pi i in en a I 

trap instead ol m 

Iron trap may be sup in 

forms : — 

" 1' " trap, no venl 

no ' 
1 S " trap, with t, 

Firei lay trap may be set it any 

between left uid righl I. 

i>ni iron trap i ■ i 

three positions nly, !■ <• k, ri 

..i left. 

Full details of traps and vents to 
be stated when ordering. 



Plate F5873 : Comprising Shanks' F6261 Combined Bed-pan and Washup Sink, in 
one piece of white fireclay, separate " P " trap (no vent) in white fireclay ; F4053 white 
porcelain enamelled iron brackets for building into wall— sink 2" (51 mm.) clear of wall ; 
F6279 \" (13 mm.) lever-handled combined supply fitting for cold water only, 
with connecting pipes to bed-pan and urine bottle jets ; plug and chain waste to 
w r ashup sink ; F5896 3-gallon (14 litres) iron cistern and cover, glass enamelled inside 
and painted outside ; F6693 brass valveless siphon " New Rotunda n fittings and 
ball-cock ; F4050 painted iron brackets for building into wall ; F8183 rod pull with 
rubber ball and ring guide; F6255 IV (38 mm.) galvanized stud flush-pipe and clip. 
Not including draw-off taps or drainer. Fittings chromium-plated. 




^j/ 






F6256 "Eureka 
Mixing Fitting 



Plate F5874 : Ditto, but cistern and cistern brackets white porcelain enamelled and 
flush-pipe and clip in chromium-plated brass. 



Plate F587S : Ditto, but with 
with white porcelain enamelled 
brackets for building into wall ; 



F6812 3-gallon (14 litres) cistern in white fireclay, 
iron cover ; F4050 w'hite porcelain enamelled iron 
flush-pipe and clip in chromium-plated brass. 



Approximate Overall Stzes of Sink 
(Not including drainer) 



" X %\* X 1 0* (1168 X 5.33 X 254 mm.) 
51* X 24* XI 2* (1295x610x305 mm.J 



EXTRAS 

F4522 h" (13 mm.) or \" (19 mm.) hot and cold lev r-handle-I chrornium-plab <I 

taps with inlets clear of wall. 
F6256 V (13 mm.) chromium-plated " Eureka " Enlacing fitting foi hut and 

cold to bed-pan and urine bottle jets. 
Cistern fitted with F8255 ,l Zenith " silent-acting ball-cock, recommended when 

supply comes direct from pressure main. 
F6258 chromium-plated portable grating for resting on bed-pan sink. For 

illustration see page 370. 
F4887 30" X 18* (762 mm. x457 mm.) drainer in white fireclay, with F4053 white 
porcelain enamelled iron bracket for building into wall. 




Part Longitudinal 
Section 




Section AB 
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PLATES F5876 and F5877 



Plate F5876 : Comprising Shanks* F6261 Combined Bed-pan and Washup Sink, in 
one piece of white fireclay, separate "P" trap (no vent) in white fireclay ; F4053 white 
porcelain enamelled iron brackets for building into wall — sink 2* (ol mm.) clear of 
wall ; F6257 ¥ (13 mm.) self-closing non -con cuss tve supply valves for cold water only, 
operated by galvanized iron foot levers, with connecting pipes to bed-pan and urine 
bottle jets ; plug and chain waste to wash-up sink ; F5S96 3-gallon (14 litres) cistern 
and cover in iron, glass enamelled inside and painted outside ; F6693 brass valyeless 
siphon " New Rotunda " fittings ; ball-cock ; F4050 painted iron brackets for building 
into wall, weighted steel actuating rod with iron wall guides and iron foot lever all 
galvanized; F6255 1 £" (38 mm.) galvanized steel flush pipe and clip. Not including 
drazc-off taps and drainer. Fittings chromium-plated. 



Small size sink is made with plain 
edge, large size with roll edge. 

Unless otherwise ordered, sink is 
supplied with bed-pan portion at 
left hand [as illustrated), but may be 
supplied at right hand. 

Sink may be supplied with separate 
white porcelain enamelled iron trap 
instead of fireclay, at same price. 
Iron trap may be supplied in three 
forms :- — 



" P trap, no vent. 
■■' S " trap, no vent. 
" S M trap, with vent- 



Full details of traps and vents to 
be stated when ordering. 




Part Longitudinal Section 




Section A B 



Plate F5877 : Ditto, but cistern and cistern brackets white porcelain enamelled and flush pipe and clip in chromium 
plated brass. 

Approximate Overall Sizes of Sink 
{Not including drainer) 

4€ 21" X 10" {1168 mm. x 533 mm. x 254 mm.) 
51 24*XI2" (1295 mm. X 610 mm. x 305 mm.) 

EXTRAS 

F4522 ¥ (13 mm.) or |" (19 mm.) hot and cold lever-handled chromium- 
plated taps with inlets clear of wall. 

Cistern fitted with F8255 " Zenith " silent-acting ball-cock, recommended 
when, supply comes direct from pressure main. 

F6258 portable grating in chromium-plated brass for resting on bed-pan 
sink. For illustration see page 370. 

F4887 SO'xlS" (762 mm. X 457 mm.) drainer in white fireclay with F4053 
white porcelain enamelled iron bracket. 
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PLATES F6909 and F6911 



Plate F6909 : Shanks 1 M Projector " \ 

comprising F6262 closet in whin 

on F6263 white porcelain enamelled i bi 



et 



into wall ; FI639 single thic 
u Ideal M seat ; F6385 gallon 1 1 I |m 
cover in white porcelain enamelled iron 
bore brass vaiveles siphon Mew l«' 
cock ; white porcelain enamelled steel I 

rubber joint. Fittings chromim pin 



. 






Plate F6911 : Ditto, but with i - ' 



Plate F6910 : Shanks' " Projector " W ishdown Closel 
Set, comprising F6262 closet in white Vitreous Chin 
supported on F6263 white porcelain enamelled iron bra eta 
for building into wall ; F1639 single thicki W poh-hed 
teakwood hinged " [deal " seat 5 F6274 3-gallon (14 litre* 
low-level cistern and sloping cover, m white porcelain 
enamelled iron; FH9.SS ' Duro " valve fittings; ball-cock; 
painted iron treadle action arrangement for operating Hush 
white porcelain enamelled steel Hush bend . " Adaptus 
rubber joint. Fittings chromium-plated. 

ApfKM\iM\iF Overall Sues 

Height . ril' M'JIH mm 

I-,. |, 1 1, ,, 2' r ;;n mm | 
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PLATE F6910 



EXTRA to Clotet Sett on this page 

kern fitted * Uh " > llr; 

pplv come i tn-i 




Important Note.— Unless • e ordertst. ' I 
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PLATE F5835 
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Plate F6912 : Shanks 3 "Projector" Washdown Closet 
Set, comprising F4657 closet in white fireclay for building 
into wall ; F1639 single thickness polished teakwood 
hinged " Ideal " seat ; F63S5 3-gallon (14 litres) low-level 
cistern in white porcelain enamelled iron ; F6383 If 
(44 mm) bore brass valveless siphon " New Rotunda 
fittings ; ball-cock ; white porcelain enamelled steel 
Mush bend ; " Adaptus " rubber joint. Fittings chromium- 
plated. 

Plate F6913 : Ditto, but with F^6S8 " Duro " valve 
fittings. 

Approximate Overall Sizes 

Height 3' T (965 mm.) 

jectioo .... 2' 3" (686 mm.) 



Plate F5885 : Shanks' "Projector" Washdown Closet 
Set comprising F465S closet in white fireclay, for building 
into wall, with teakwood insets ; F6274 3-gallon (14 litres) 
tow-level cistern and sloping cover in white porcelain 
enamelled iron with central thumb press lever ; F6275 
" Duro " valve fittings ; ball-cock ; brass flush bend - 
white porcelain enamelled iron pipe shield ; " Adaptus 
rubber joint. Fittings chromium-plated. 



» 
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Approximate Overall Sizes 

Height 3' 9* (1143 mm.) 

Projection 



2' 2" (660 mm.) 




PLATES F6912and F6913 



EXTRA to Closet Sets on this page 

Cistern luted with " Zenith " silent-acting ball-cock, recommended 
when supply comes direct from pressure main. 



Important Note. — Uuless otherwise ordered, the " Projector " closet is supplied with 

may be supplied with " S " trap (no vent). 
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F4658 Closet 

showing Teakwood Inset Seats 

(See Deduct/on) 
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PLATE F6867 



PLATE F6866 



Plate F6867 : Shanks* 4 ' Projector " Washdown Closet 
Set, comprising F4657 closet in white fireclay, for building 
into wall ; F1639 single thickness polished teakwood 
hinged "Ideal" seat; F6812 2-gaIlon (9 litres) cistern 
in white fireclay, white porcelain enamelled iron cover ; 
F6693 brass valveless siphon " New Rotunda M fittings ; 
ball-cock ; F4050 white porcelain enamelled iron brackets 
for building into wall ; F8182 brass chain with rubber 
ball pull ; F6255 H" (38 mm.) brass flush-pipe and clip 
with rubber buffer"; F3541 "Adaptus" rubber joint. 
Fittings chromium-plated. 

DEDUCTION 

F4658 " Projector " closet with teakwood ras£-ts. 



Plate F6866 : Shanks' " Projector " Washdown Closet 
Set, comprising F6262 closet in white Vitreous China, 
supported on F6263 white porcelain enamelled iron 
brackets for building into wall; F1639 single thickne. 
polished teakwood hinged £ * Ideal " seat ; F5896 2-gallon 
(9 litres) cistern and cover in white porcelain enamelled 
iron ; F6693 brass valveless siphon " New Rotunda " 
fittings ; ball-cock ; F4050 white porcelain enamelled Iron 
cistern brackets for building into wall ; FS182 brass chain 
with rubber ball pull ; F6255 t£" (38 mm.) brass flush-pipe 
and clip ; u Adaptus " rubber joint. Fittings chromium - 
plated. 



EXTRAS to Closet Sets on this page 

Cistern 3-gallon (14 litres). . 

Cistern fitted with F8255 H Zenith " silent-acting ball-cock, recommended 
when supply comes direct from pressure main. 

Important Note.-Unless otherwise ordered, the « Projenor ; closet is supplied with ■« P " trap (no vent), but 
Important mote. u ^ Sllpp]ied wjth « b .. trap (no verjt ). 
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Plate F5886 : Shanks' " Projector " Washdown Closet Set, comprising 
F4658 closet, in white fireclay, for building into wall, with teakwood insets ; 
F6277 3-gallo.n (14 litres) cistern and cover, valve siphon fittings, brackets, 
sheath pull and flush pipe, all in painted iron, and ball-cock. 

Important Note. — Unless otherwise ordered, the " Projector " closet is supplied with 

" P" trap (no vent), but may be supplied with " S " trap (no vent). 



Plate F8351 : Shanks' " Prison " Washdown Closet Set, as above, but with 
F4671 closet in white fireclay with teakwood insets, " S " trap (no vent), and 
galvanized iron flanged outlet piece, 

EXTRAS 

Cistern glass enamelled inside and painted outside. 
Cistern and all other iron work galvanized. 



PLATE F5886— " PROJECTOR M 



The special feature of the Ci Yitrosan " closet is the 
concave shape of the top. This permits the user, when 
in the squatting position, to come as close as possible 
to the basin, without actual contact, thus avoid in c 
soiling of the rim or surrounding floor space. The 
height may be reduced, if desired, by either sinking 
closet slightly into floor, or by raised foot treads on 
floor. 

The discharge is by strong siphonic action, and the 
closet is made in white Vitreous China, a non-absorbent, 
non-crazing material of great Strength. 

Plate F8352 : ^ Shanks' Pedestal Siphonic Closet, 
»e " Vitrosan," in white Vitreous China, with raised 
'wood insets, and painted iron outlet piece 
discharging through floor. 

EXTRAS 

Outlet piece glass enamelled inside. 
Outlet piece in cast brass. 

Approximate Sizes 

ill length 29|* (749 mm.) Hu-ht at front 12* (3i»5 mm.) 
iverall width \Q\' _ mm.) Bowl inside |9$" 6i' 1 495 165mm] 




PLATE F8352— " VITROSAN 
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PLATE F5887 
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PLATE F6267 

Showing pedestal with base co 
discharge into floor channel 



Approximate Ovei \l\ Sizes 

Table .... iy 6" ■ 2' 0" H 9iS I mm. :610mEa.) 
Height from floor to top of 1 '• 

2' 10" I mm.) 
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Plate F5887 : Comprising Shanks' F6269 Revolving Post-Mortem Table, in white fireclay, pedestal in white fireclay with 
base and channel made in one piece with pedestal ball bearings, wheel brake, outlet grating in table, brass disci 
pipe with painted iron bracket, hinged grating in channel with jam nut, coupling nut, and 2" (51 mm.) tail. Not includh 
draw-off tap, rubber tube and rose. Fittings chromium-plated. 






Plate F6267 : Ditto, but with base to discharge into floor channel. 



EXTRAS 

F6268 i* (13 mm.) chromium- plated draw-off tap, with hose union and 
6' Q* (1829 mm.) of rubier tube with rose outlet. 













Plate F5888 : Comprising Shanks' 
F627Q Mortuary or Post-Mortem 
Table and Pedestals, all in white 
fireclay with chromium-plated outlet 
grating and porcelain enamelled 
steel discharge pipe to floor channel. 
Not including supply fitting, Jloor 
channel or floor grating. 



EXTRAS 

F6278 i" '13 mm.) chromium-plated 
combined' supply fitting with wall 
flanges, rubber tube and wall clip. 



Approximate Overall Sizes 

Table, 6' 6" x 2' 0" K 5" (1981 x 610 x 127 mm.) 

Heieht from floor to top of table 

h 2' 10" (S64 mm.) 
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